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FOREWORD 


This report contains extensive information and data on quality comparisons of 
cotton produced and exported by many foreign countries with cotton grown in the 
United States. Exporters and otliers in tlie U.S. cotton industry have expressed a need for 
such information, recognizing that quality is an essential element in the marketing and 
manufacturing process. 

U.S. cotton encounters strong competition from sharply increased production and 
exports abroad. Over 50 oUier countries of the world export cotton. These cottons have a 
wide range of quality characteristics because of differences in such factors as varieties, 
environmental conditions, and methods of cultivation, haivesting, and ginning. Therefore, 
quality comparisons in this publication can serve as an effective marketing tool for U.S. 
exporters. It also provides useful giiidcs to cotton producers, breeders, and others 
interested in evaluation of different growths, types, or varieties of cotton having 
characteristics within certain defined limits. 

This is the fourth, and by far the most comprehensive, of a scries of quality 
comparison studies published by the Foreign AgricuUurai Service, Since the last report 
published in 1969, there have been clianges in tlic relative importance of cotton from 
traditioniil and newer exporting countries, and in their varieties of cotton. An endeavor 
was made to obtain cotton samples for tliis study within a statistical framework that 
recognized volume changes among countries, as well as the importance, within each 
country of growdi, varieties, region of origin, grade, and other pertinent factors. 

Fiber and processing tests used, along with the traditional grade and staple length 
determinations, provide the most objective approach available today in evaluating cotton 
quality. These quality determinations, all made under lire same set of standard 
conditions, are indicative of the contribution of several properties to overall spinning 
utility and market value of the cottons. 


H. Reiter Webb Jr. 
Director, Colton Division 
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By Robert B. Evans 



This report, the fourth in a series comparing U.S. cotton and cotton of other growths as to fiber quality 
and spinning performance', presents comprehensive data on several hundred samples from nearly all the 
major cotton producing countries of the world. The samples were collected in 1970 and early 1971 from 
cotton associations, merchants, co-ops, and others in both cotton importing and producing countries. All 
testing was performed at the Cotton Testing Laboratory of the Agricultural Marketing Service, U.S. 
Department of Agriculture in Clemson, S.C., using the same standards and tests as the Laboratory applies in 
its regular test program on U.S. cotton. As the basis for comparison with U.S. cotton, the data gathered 
from the 1970 crop are considered to be directly comparable. 

Over the years the staple lengtli of Upland-type cottons grown in the world has been gradually increasing 
and there is now a heavy concentration in the 1 - 1 / 16 " and 1 - 3 / 32 " staple length categories. Some of the 
varieties widely planted in the United States arc also widely used in other countries or have been the basis 
from which present varieties were derived. Machine-picked cotton is no longer a monopoly of the United 
States, but is now also produced in Mexico, Central America, Colombia, Brazil, Greece, Israel, USSR, and 
perhaps other countries. In many of tliese countries, however, the marketing and processing problems 
associated with machine-picked cotton may be greater than in the United Slates. 

The United States produces possibly the widest range of cotton qualities of any country in the world, 
and thus provides cotton suitable for a wide range of textile requirements. Results of the present study 
indicate that U.S. cottons in relation to cottons grown elsewhere in the same staple length grouping arc 
typically characterized by relatively low nonlint content and picker and card waste percentages. 

Other characteristics of U.S. cotton are good Mlcronairc readings, which leads to good yarn appearance 
grades, and relatively high fiber strength, which contributes greatly to high yarn and fabric strength. Some 
U.S. samples, particularly those in the very short staple class, have yarn imperfection counts that are above 
average, but many of the handpicked samples from other countries iiad counts just as high or higher. It is 
difficult to make generalizations on cotton quality, however, because of the wide range of qualities both in 
the United States and elsewhere in tlie world. And cotton that would not be suitable for one use might be 
eminently suitable for another. The reader is therefore invited to study detailed data in the individual 
sections and to reach his own conclusions. 


'r. T. Baggett and T. L. W. Bailey, Jr., “Comparisons of Some Fiber and Spinning Test Results of Egyptian and 
American-Egyptian Cottons,” Foreign Agriculture Circular, FC 7-56, U.S. Department of Agriculture, Washington, D.C., 
Oct. 17, 1956. 

T. L. W, Bailey, Jr., and R. T. Ba^ctt, “Foreign and United States Upland Cotton-Quality Comparisons and 
Evaluations, 1955 Crop,” FAS-M14, Foreign Agricultural Service, U.S. Department of Agriculture, Washington 25 D.C., 
April 1957. 

T. L. W. Bailey, Jr., and Robert B. Evans, “A Comparison of the Quality of Foreign and United States Upland Cottons 
as Indicated by Fiber and Spinning Tests,” Foreign Agriculture Circular FC 8-69, USDA, May 1969. 
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About 36 percent of the U.S. cotton crop was exported in 1970-71 and 32 percent in 1971-72. Export 
markets provide a very substantial demand for U.S. cotton that is vital to the economic utilization of the 
United States’ cotton producing facilities. In the import markets of Western Europe, the Far East, and 
elsewhere, however, American cotton meets intense competition from cotton produced in other countries 
both as to price and quality. 

Information on cotton prices in import markets is fairly readily available. There is little published 
information, however, indicating how the various growths compare in quality. 

Cotton must be one of the most difficult of all commodities to characterize in terms of quality. Each 
bale contains billions of individual fibers, none precisely alike in length, diameter, color, strcngtii, and other 
characteristics. And cotton that might be entirely suitable for one mill’s product may not be at all good for 
another. 

Over the years laboratory instruments and macliincs have been developed that give accurate 
measurements of many of the technical properties of raw cotton. Such data provide a more comprehensive 
and objective basis for appraising the quality of cotton than the traditional hand-classing method. Tlte 
latter, of course, is inexpensive and gives good approximations as to cotton quality, particularly if 
information is available on the source of the cotton and the variety. 

Raw cotton is, of course, a raw material. It is spun into yarn which Is woven or knitted into fabric which 
is cut and sewn into clotliing or otlicr end products. The value of cotton as a raw material depends on the 
utility it imparts to the end product. Since the fabric and end product depend on the yarn, the ultimate test 
of cotton quality is first, how good a yarn can be made of it as to strength, appearance, lack of 
itnperloctions, etc.; second, how much waste is lost in processing the cotton into yarn;'and third how fast it 
can be processed without breaks or ends down- 

In the present study, the first step was determining statistically the quantity of cotton produced and 
exported in each of the principal producing countries. Second, wherever a country had an official grading 
system, an effort was made to determine the principal grades of cotton of that country from the viewpoint 
of their importance in world trade. If such information was not available, the leading descriptions of cotton 
were determined from trade information. Data also were obtained on varieties, whether the cotton was 
grown under irrigated or rain-grown conditions, wlicthcr saw-ginned or roller-ginned, and whether machine 
picked or handpicked. 

Then samples were obtained of specified leading qualities of the various growths from two principal 
sources: 

First the cotton associations in several importing countries including the Liverpool Cotton Association, 
the Association Francaise Cotonniere, the Bremer Bauniwollborse, the East India Colton Association, tlie 
Japan Cotton Traders Association, and the Hong Kong Spinners Association. 

Second, the cotton association.s and merchants of many of the cotton producing countries. 

In all, approximately 500 samples were involved in this project. Each sample usually consisted of 5 
pounds of cotton, but samples were usually in multiples of two of each description so tliat combined 
10-pound .samples of a specific description were usually available for spinning tc.sts. The samples generally 
represent cotton obtained in 1970. 

AH of the cotton samples were shipped to the Cotton Laboratory of the Agricultural Marketing Service, 
USDA, at Clemson, S.C., where they were given the same fiber and spinning tests under the same conditions 
as samples of U.S. cotton in the AMS annual quality survey. The data thus are comparable with results of 
tests on U.S. cotton as given in "Summary of Cotton Fiber and Processing Test Results, Crop of 1970,” 
published by AMS in April 1971, and similar publications for other years. 



Tlic author is fully aware that even though this report may present results of the most comprehensive 
lest program conducted on the world’s cottons, the number of samples involved in almost all cases is far 
short of wha.t would be required for statistically valid conclusions. Also, cotton quality varies from year to 
year with the weather, so results presented may not be precisely applicable to another year’s production. 
Nevertheless, it is believed that the present summary wUl provide valuable qualitative data that will be 
useful to those concerned with growing, marketing and processing cotton. 

A detailed discussion of the methods of making tests and the significance of results is given in the 
appendix. Following is a brief summary. 


Fiber length data were obtained by the Digital Fibrograph method except for extra-long staple samples, 
for which the array method was used. The Digital Fibrograph 2.5-percent span length value indicates the 
length which will be spanned by 2.5 percent of the fibers when they are parallel and randomly distributed. 
Such values are closely related to staple length. 

The fiber length uniformity percentage gives the ratio between the 50-percent span length and the 
2.5-percent span length. The higher the percentage the more uniform the cotton. For U.S. Upland lots 
tested from the crops of 1966-68, the following adjective descriptions have been applied in reports on U.S. 
cotton: 


Above 47 
46-47 . . 
44-45 . . 
42-43 . . 
Below 42 


5012.5 uniformity ratio 

Very high 

High 

Average 

Low 

Very low 


Extra-long staple samples were given array tests on the Suter-Webb fiber sorter. The array upper quartllo 
length values indicate the length which is exceeded by 25 percent of the weight of the fibers in the samples. 
This measurement is closely related to the Fibrograph length but is longer than both this and thoclasser’s 
staple length. 

Micronaire readings, a measure of cotton fineness, arc obtained by air-flow instruments which measure 
the resistance of a plug of cotton of standard weight to a known air pressure. The Micronaire reading is now 
a part of the official standards for Upland cotton Just as grade and staple length is. Low Micronaire values 
indicate immature fibers that are susceptible to the formation of neps and imperfections which results in 
lower yarn appearance grades. In the United States, 3.5 - 4.9 is the no-discounl range for Micronaire 
readings on Upland cottons. The discount cotton for low Micronaire range from 3.4 to 2.6 and below. The 
discount increases as the Micronaire readings become lower. 

Fiber strength data were obtained by use of(l) the Pressley flat bundle tester at 0 gage, or with no space 
between the jaws, and (2) the Stelometer with a 1/8" space between the clamp jaws. The l/8''-gage 
measurement has a higher correlation with yarn strength. The Stelometer also measures fiber elongation, 
i.e., the extent to whidi the fiber may be stretched before breaking expressed as a percentage of the staple 
length. 

Nonlint content was determined by the Shirley Analyzer. 

Color measurements of grayness and yellowness were made with the Nickerson-Hunter Colorimeter. 
Grayness ranges from 0 for the briglitest samples (no gray) through 9 for the darkest color. The yejlowncss 
scale ranges from 0 for no yellow to 9 for the yellowest color. Thus, the higher the number the darker or 
yellower tlie cotton. The composite index is related to market value and grade. For Instance, 100 would be 
the color equivalent of Middling White in the U.S. Universal Standards, 104 to Strict Middling White, 85 to 
Low Middling White, 80 to Low Middling Light Spotted. 
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Spinning test procedures 

Picker and card waste percentages need no explanation but obviously tire less the waste, the greater the 
quantity of end product derived from a pound of raw cotton and the more valuable the cotton. 

Yarn strength is perhaps the most important and reliable test of yarn quality. Figures given are for skein 
strength. 

Yarn appearance refers to smoothness, evenness, and freedom from foreign material of yarn as evaluated 
by a visual comparison of yarn with standards adopted by the American Society for Testing and Materials. 
Yarn appearance grades relate to the indexes as follows: 


Grade /ndex 

A 130 

120 

B no 

C+ 100 

C 90 

D+ 80 

D 70 

Below D 60 


Yarn imperfections were determined on "Neptel” instruments which electronically count tlie abrupt 
changes in the siliiouette of the yarn while passing it througli a beam of light. The changes are expressed as 
the number of imperfections per 50 yards of yarn as based on an average of 10 determinations. 


U.S. classer’s descriptions 

Samples of cotton collected for this study were also classed in accordance witli official U.S. Cotton 
MemphbVenV'*'^^ Departjiient of Agriculture in 


Results on tests of samples from each cotton growing country are presented in a separate section because 
ol the voluminous amount of data. 

nmmv" p‘ ‘’'f f“' '>‘><=1' of 

‘ A ^7 fof 'iix samples of a given quality of a particular country 

indicates tliat Mictonure readings for the six samples fell within the 4.2 - 4.7 range. If a figure is preceded 
and followed by a dash, as - 4.4 - it indicates that all samples had this value 

a Jven'raLff' ‘f 'a f" of 

d mng 1970.71. The U.S. quality may or may not resemble the cotton from the other country In almost 
all instances it was impossible to find an exact match in all particulars. The U.S. quality is given only as a 
benchmark that is familiar to those working with U.S. cotton to assist in making comparisons 
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Table 1. Average fiber and spinning test results on samples of principal varieties of leading growths of cotton produced in 


Item 


Production 1,000 bales 

(480 lb. net) 

Exports 1,000 bales 

(480 lb. net) 
Principal quality 

Number of samples 

Fiber test results; 

Fiber length: 

2.5 percent span 

inches 

Uniformity, 50/2.5 

percent 

Micronairc reading 

Fiber strength: 

Zero gage Mpsi 

1/8 inch gage. . gm/tex j 
Nonlint content . .percent I 
Color, raw cotton: 

Grayness number 

Yellowness . . .number 
Composite .... index 
Spln^ng test results : 

Picket & card waste 


percent 

Carded yarn: 

Strength: 

22s pounds 

50s pounds 

Appearance: 

22s index 

50s index 

Imperfections: 

228 number 

50s number 


US. classer’s grade 

percent of samples 

Wliite, Strict Mid 

Wliite Middling 

White St. Low Mid 

Wliite Other 

Lt. Spot Strict Mid 

Lt. Spot Middling 

LL Spot Strict Low Mid .... 

Lt. Spot Other 

Other 


the world, based on samples collected in 1970-71 


United States* 



Southeast 

South Central 

Southwest 

West 

Mexico 

Niciir.igua 





1,176 

3,818 

3,402 

1,796 

1,440 

345 

6 

606 

2,240 

1,045 

760 

357 

.M Wh. 

■ li 

SLM Wh, 

M Lt. Spot 

MWli. 

Sin-Son-Mitl 

Type ns Mid 

•1/16 

M/16'' 

15/16" 

1-3/32" 

M/16" 

Ll. Spot 

0) 

0) 

(*) 

C) 

5 

4 

1.07 

1.08 

.92 

1.10 

1.09 

l.Of) 

45 

45 

46 

45 

42 

45 

4.5 

4.5 

4.5 

4.2 

4.4 

4.5 

83 

82 

85 

94 

85 

74 

23.3 

22.1 

20.7 

25.1 

22.0 

20.6 

3.2 

2.8 

2.8 

2.3 

2.3 

3.0 

2 

2 

2 

1 

I 

2 

3 

3 

4 

3 

3 

4 

98 

97 

98 

102 

104 

100 

6.4 

5.8 

5.9 

5.0 

6.9 

6.5 

104 

101 

90 

120 

100 

94 

35 

34 

(85-301) 

44 

33 

31 

102 

109 

116 

114 

108 

118 

84 

86 

(85-121) 

86 

80 

90 

16 

19 

27 

25 

14 

11 

13 

15 

(85-44) 

18 

12 

18 



25 

75 


U.S. classer’s staple length 

percent of samples 

Bclow31/32! 

3P2''. 

1-1/3^;*:::;:;;::;::::;;; 

1-3/32" 

i-1/8 ..V 

Over 1-1/8 


(See 

above) 


(See (See (See 

above) above) above) 20 

60 

20 


75 

25 


J Results from AMS report “Summary of Cotton Fiber and Processing Test Results, Crop of 1970” ^ ^ , 

apply only to samples classed as SLM Wh. M/16 . 3 Test results apply only to samples classed as M Lt Snot 15/16” 

^ Test results apply only to samples classed as MWh, 1-3/32 . ^ t l5/lo . 
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Table 1 .-Average fiber and spinning test results on samples of principal varieties of leading growths of cotton produced in 
the world, based on samples collected in 1970-71 -Continued 


Item 

El Salvador : 

Guatemala 

South Brazil^ 

Colombia 

j 

Peru 

Greece 

Production 1,000 bales 







(480 lb. net) 

250 

250 

1,860 

540 

380 

505 

Exports 1,000 bales 







(480 lb. net) 

223 

220 

* 1,011 

175 

260 

328 

Principal quality 

CI-Anna 

G4 

Type 6 

SLM 

Tanguis 

SM 

Number of samples ........ 

(Middling) 

6 

(Middling) 

4 

26 

1-1/16" 

4 

Grade 2-1/2" 

6 

1-3/32" 

8 

Fiber test results: 

Fiber length; 

• 2.5 percent span 







inches 

1.10 

1.11 

1.05 

1.10 

1.24 

1.12 

Uniformity, 50/2.5 







percent 

47 

44 

44 

48 

47 

47 

Micronairc reading 

4.6 

4.6 

3.8 

4.8 

5.4 

4.1 

Fiber strength: 







Zero gage Mpsi 

76 

82 

81 

78 

86 

88 

1/8 incii gage. . gm/tex 

21.9 

22.1 

20.7 

23.0 26.9 

24.7 

NonUnt content ..percent 

2.6 

1.8 

6.5 

5.4 

1.6 

2.7 

Color, raw cotton: 







Giayncss number 

1 

I 

3 

2 

0 

1 

Yellowness. . . .number 

5 

3 

4 

3 

4 

4 

Composite index 

104 

104 

94 

100 

106 

104 

Spinning test results: 

Picker & card waste 






percent 

7.2 

6.0 

9.6 

8.6 

6.6 

6.0 

Carded yarn; 

Strength; 






22s pounds 

103 

100 

94 

110 

119 

129 

50$ pounds 

35 

35 

31 

40 

38 

47 

Appearance; 






22s index 

110 

100 

94 

112 

130 

129 

50s index 

93 

80 

78 

95 

108 

111 

Imperfections: 






22s number 

16 

18 

28 

17 

2 

8 

SOs number 

15 

15 

23 

12 

2 

8 

U.S, classei’s grade 







White, Strict Mid 

17 


.. 


80 


Wute Middling 

50 

100 

. . 


20 

100 

Wliite St. Low Mid 




75 



^Vhite Other 

-- 

. . 

.. 

25 LM 

.. 


Lt. Spot Strict Mid 

33 

.. 

. . 




Lt. Spot Middling. 

.. 


4 




Lt. Spot Strict Low Mid 

. ■ 


42 

.. 



Lt. Spot Other 

-- 

-- 

12 LM 



. . 


Other 


U.S. classer’s staple length 

percent of samples 

Below 31/32" 

31/32" 

1 " 

1-1/32" 

M/16" 

1-3/32" 

1 - 1 / 8 " 

Over 1-1/8". 


42 

SLM Spot 


100 


50 

50 


38 


. . 

- • 

27 

25 

. - 


19 

50 


17 

12 

25 

80 (1-3/16") 

83 

4(1-5/32") 

-- 

20(1-1/4") 



Samples from North Brazil were insufficient to include here. * Total Brazil. 
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Table 1 .-Average fiber and spinning test results on samples of principal varieties of leading growths of cotton produced in 
the world, based on samples coUected in 1970-71— Continued 


Item 

Fgypt 

Franc Zone 
Africa 

Nigeria 

Sudan 

Tanzania 

Uganda 

I’roduction 1,000 bales 







(480 lb. net) 

2,335 

750 

180 

1,156 

290 

350 

Exports 1,000 bales 







(480 lb. net) 

1,450 

635 

191 

1,049 

286 

313 


Menoufi FG 

Chad BJA 

1st quality 

NAIB 

C6L 

AR Mwanzas 
1-1/16" 

AR BPA 



5 

6 


4 

11 

4 

Fiber test results: 






Fiber length: 







2.5 percent span 







inches 

1.33 

1J3 

1.01 

1.28 

1.08 

1.16 

Uniformity, 50/2.5 







percent 

47 

48 

43 

43 

45 

46 

Micronairc reading 

Fiber strength: 

3.7 

4.5 

3.4 

4.0 

3.8 

3,7 

Zero gage Mpsi 

101 

82 

93 

103 

84 

87 

1/8 inch gage . . gm/tex 

34.6 

23.6 

20.9 

30.4 

21.2 

23.0 

Nonlint content . .percent 
Color, raw cotton: 

2.4 

2.9 

4.4 

6.0 

3.4 

2.0 

Graynoss number 

4 

1 

1 

5 

2 

1 

Yellowness. . . .number 

6 

4 

5 

7 

4 

3 

Composite index 

90 

101 

102 

80 

101 

103 

Sninnins test results: 






Picker & card waste 







percent 

8.4 

7.8 

4.6 

11.5 

6.9 

7.5 

Carded yarn: 






Strength: 







22$ pounds 

-- 

113 

108 

. . 

114 

133 

SOs pounds 

71 

41 

35 

56 

40 

49 


combed 



comheci 



Appearance: 







'22s index 

• • 

no 

119 

. . 

114 

120 

50s index 

118 

120 

92 

115 

94 

100 


combed 



combed 


Imperfections; 







228 number 

-- 

10 

7 

* . 

13 

12 

SOs number 

2 

9 

9 

2 

12 

10 


combed 



combed 


U.S. classcr’s grade 














Wliite, Strict Mid 

Pima Grade 


12 (I 






100%) 



240% Grade 


White Middling 

3-60%) 





Wliite St. Low Mid 





■* 

White Other 






■■ 




88 



• • 



100 



100 

Lt Spot Strict Low Mid 

-- 

-- 

.. 




Other 






• ■ 

U.S. classer’s staple length 














Below 31/32" 







31/32" ' 





“ - 

■ “ 

1" 





• ^ 

■ - 

1-1/32" 

1-1/16" 

-- 

-- 

13 

-- 

40 

60 


1-3/32" 


100 



' - 

1-1/8" 

Over 1-1/8". 

l-3/8"-60 

l-7/16"-40 

l-3/8'’-100% 

1-5/3 2"-50 
l-3/16''-50 
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Table l.-Averagc fjbci and spinning test results on samples of principal varieties of leading growths of cotton 
the world, based on samples collected in 1970-71-Continued 


Item 


USSR 


India 

Iran 

Pakistan 

Syria 


Production 1,000 bales 


(480 lb. net) 

10,800 

4,650 

70? 

2,500 

685 


Exports 1,000 bales 





(480 lb. net) 

2,500 

137 

494 

473 

615 

Type 0/X 

1 ,(-> ' 


Pervyi I 

L147 

SM 


< Vb 




31/32 mm. 


'' 1-1/16" 

SG 

® 1-3/32" 



12 

4 

5 



Fiber test results: 






Fiber length: 







2.5 percent span 







inches 

1.05 

1.06 

1.06 

.99 

i.n 

1 . 

Uniformity, 50/2.5 





percent 

48 

45 

46 

46 

46 

, . 

Micronaire reading 

Fiber strength: 

4.8 

4.3 

4,0 

4.6 

4.1 

,.■1 

Zero gage. Mpsi 

79 

94 

79 

96 

81 


1/8 inch gage . . gm/tex 

23.0 

22,8 

23,0 

24.7 

22,4 


Nonlint content . .percent 
Color, raw cotton: 

4.1 

6.9 

5.0 

8.6 

3.7 

f. . < 

Grayncss number 

0 

2 

2 

3 

1 

4 


Yellowness. . . .number 

4 

4 

4 

4 

-:S 

Composite index 

105 

98 

96 

96 

104 

\v , 

Spinning test results: 




Picker & card waste 







percent 

5.6 

12.4 

8.9 

11.0 

8.0 

111 ' 

Carded yarn: 





Strength: 







22s pounds 

no 

97 

108 

109 

114 

U't 

3-. 

SOs pounds 

Appearance: 

39 

32 

38 

37 

40 

22s Index 

111 

90 

106 

109 

120 

1(1 ■> 

SOs index 

Imperfections: 

92 

72 

88 

82 

97 


22s number 

18 

33 

23 

16 

14 

IT 

50s. .... , .number 

13 

28 

17 

22 

12 

U.S. classer’s grade 














Wiite, Strict Mid 





33 

67 


IVhitc Middling 

83 

-- 

20 

-- 

"1 >\ 

White Other 




* •* 

• - 


U. Spot Strict Mid. 




"■ 

- • 



17 



■■ 

• • 


Lt. Spot Strict Low Mid 

50 

20 

20 Mid. Spot 

18 

82 LM 

• - 


Lt. Spot Other 


50 LM 





• « 


Other 


LU Spot 

Lt Spot 


U.S. classer’s staple length 














Below 31/32" 

31/32" 

1-1/32" 

M/16" 

1-3/32" 

1-1/8" 

Over M/8" 

75 

25 

50 

25 

25 15/32" 

40 

40 

20 

45 

55 

33 

67 

2»i 

Id 

20 

Kl 

40 


Includes one sample 1-3/32.” ® 

saw-ginned and four roUei-ginned samples. 


For two samples of 0 M/8" and one of 0 1-1/16''. 


^ Inclinliiic; 
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LATIN AMERICA 
Mexico 


Mexico IS one of the leading cotton producing countries of the world but production declined sharply 

1970-71, rising to 1.7 million in 

k / '? 1970-71 are estimated to have totaled only 760.000 bales compared to 1,227,000 

bales in 1969-70 and 1 ,623,000 bales in 1968-69, but may total 1,000,000 bales in 1971-72. 


Table 2.~Productton of cotton in Mexico, 1969-72 



Sinaloa-Sonora is the leading cotton producing region of Mexico. About 90 percent of the cotton 
produced In this region on the West Coast, as well as in the Mexicali area and around La Paz in Baja 
California, is exported. The Tapachula area exports about 10 percent, Apatzlngen around 30 percent and 
Laguna 30 percent. 

Nearly all of Mexico’s cotton is of the DPL Upland variety. DPL Smoolhleaf is being replaced by DPL 
16. Exceptions are 100 percent of the cotton in the Juarez area-across the border from El Paso, 
rexas-and 5 percent of the cotton in the Laguna area, both of which are of the Acala 1517 Upland variety* 

All of Mexico’s cotton is handpicked except roughly 75,000 bales, which is machine picked, largely in 
the Caborcu area of the West Coast. Cotton is harvested over an 8-month period beginning in late June on 
the West Coast and ending in February or even March in Apatzingen and Tapachula in south central and 
southern Mexico. All of Mexico’s cotton is saw-ginned. 

Mexico has no national cotton classification service but according to trade estimates the crop usually 
analyses as to grades and staple lengths about as follows: 


Staple length Grade 


All regions but Juarez 

Juarez 

All regions 


Inches 

Percent 

Inches 

Percent 


Percent 

1-1/32 or less 

5 

M/8... 

... 20 

Middling or 


1-1/16 

80 

1-5/32. . 

... 20 

better 

60 

1-3/32 

15 

1-3/16,, 

... 50 

Strict Low 


Total 

100 

1-7/32. . 

... 10 

Middling 

.... 25 



Total . 

... 100 

Below Strict Low 






Middling 

.... 15 





Total 

.... 100 
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The quality of export cotton is said to be about the same as the cotton consumed domestically. An 
exception is that the Juarez area exports the highest grade. 

Results of tests on 35 samples of Mexican cotton indicate that fiber and spinning characteristics of the 
cotton resemble Arizona, Mississippi, and other similar US. cottons in the 1-1/16'' and 1-3/32" staple 
lengths and Middling and Strict Low Middling grades. Samples from Laguna with a Micronaire of 3.8 to 4.0, 
however, were more comparable to Strict Low Middling I-I/16", 3.84.2 Micronaire cotton from Texas. 
U.S. classers found staple lengths to be as long as or longer than trade descriptions of Mexican cotton in 
both Mexico and Japan. As for grades, U.S. classers rated many of the samples both above and below trade 
descriptions. 
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Table 3.-Average of fiber and spinning test results on samples of specified Mexican and U.S. cottons, 
and U.S. classcr's grade and staple descriptions 





Trade description, number of samples, where obtained 


Item 


Acaia 1517 

Middling 

1-5/32" 

1 sample 
from 
Mexico 

i^ddling 

1-3/32" 

2 samples 
from 
import 

1 market 

Strict 

Middling 

1-1/16" 

3 samples 
from 
Mexico 

Midrlling 

1-1/16" 

6 samples 
from 
Mexico 

Middling 

1-1/16" 

11 samples 
from 
import 
market 

SLM 

1-1/16" 

6 samples 
from 
Mexico 

SLM 

1-1/16" 

6 samples 
from 
Osaka 

Fiber test results: 

Piber length: 









2.5 percent span , , . 

. . . inches 

1.21 

1.10 

1.07 

1.08 

1.09 

1.09 

1.09 

Uniformity, 50/2.5 . 

. . . percent 

46 

46 

44 

44 

44 

45 

44 

Micronaire 

Fiber strength; 

. . . reading 

4.0 

4.6 

4.8 

4.1 

4,4 

4.5 

4.3 

Zero gage 

. . Mpsi 

92 

86 

92 

79 

84 

84 

88 

1/8 inch gage. . . 

. . gm/tex 

26.6 

23.2 

23.9 

20.8 

22.5 

22.1 

23.1 

Elongation : 









1/8 inch 

. . percent 

6.2 

7.1 

5.8 

7.1 

7.0 

6.7 

6.2 

Nonlint content . . . 
Color, raw cotton: 

. . percent 

2.1 

2.0 

2.5 

2.6 

1.9 

2.8 

2.2 

Grayness 

. . number 

1 

0 

1 

I 

0 

1 

1 

Yellowness . . . 

• • number 

3 

4 

3 

3 

4 

3 

Composite . . . 

. . index 

102 

106 

102 

103 

105 

101 

103 

Spinning test results: 







Picker & cord waste 
Carded yarn: 

. . percent 

7.6 

6.2 

7.3 

5.9 

6.0 

7,0 

6.5 

Strength; 









22s 

. . pounds 

142 

112 

103 

J03 

105 

104 

105 

50s 

. . pounds 

55 

39 

34 

36 

36 

32 

35 

Elongation: 





228 

. . percent 

6.6 

6.7 

6.1 

7.2 

6.8 

6.8 

6.5 

SOs 

Appearance: 

. . percent 

5.4 

5.5 

4.4 

5.4 

5.4 

5.2 

5.1 

228 

. . index 

90 

110 

no 

105 

109 

107 

102 

SOs. 

Imperfections: 

. . index 

80 

80 

73 

72 

88 

87 

83 

22s 

. . number 

20 

13 

19 

19 

15 

16 

20 

SOs 

. . number 

16 

12 

14 

15 

13 

15 

19 


US. classer’s grade ...... percent 

of samples 

SM White 

M White 

SLMWliite ! 

SM Light Spot 

M LiglitSpot 

M Spot . 

U.S. classer’s staple length 

percent of samples 

1-1/32" 

1-1/16" ■ ■ 

1-3/32" 

1-1/4" 

1-5/32" 

1-3/16" 


100 


100 


50 


50 

100 


33 

100 67 


-- 

46 


17 


27 


33 

33 

-- 

83 

17 


27 


33 

67 

. . 

. . 




17 

. . 



-- 

. . 

• 4 

33 

27 

17 

33 

67 

55 

83 

33 

- • 

18 


17 

• •• 

- - 

-- 

17 
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Table 4.~Mcxico: Quality characteristics of Sinaloa-Sonoia cotton 




Trade description, number of samples, where obtained 

U.S. reference 
qualities 

Item 


Middling 

1-3/32" 

2 samples ' 
from 
import 
market 

Middling 

1-1/16" 

1 sample 
from 
Torreon 

Middling 

1-1/16" 

4 samples 
from 
import 
market 

SLM 

1-1/16" 

3 samples 
from 
Torreon 

SLM 

1-1/16" 

1 sample 
from 
import 
market 

Arizona 

DPL 

M 1-1/16" 
All 160 
samples 

Miss. 

SLM 

1-3/32" 

All 280 
samples 

Fiber test results: 

Fiber length: 









2.5 percent span . . . . 

. . inches 

-1.10- 

1.07 

1.07-1.11 

1.08-1.10 

1.08 

1.08-1.13 

1.07-1.14 

Uniformity, 50/2.5 . . 

. . percent 

-46- 

44 

41-42 

44-46 

45 

4045 

41-46 

Micronaire 

. . reading 

4.6 

4.4 

4.24.9 

4.2-5.0 

5.1 

4.2-5.0 

3.94.9 

Fiber strength; 









Zero gage 

. . Mpsi 

86 

84 

84-88 

83-90 

90 

83-87 

78-87 

1/8 inch gage 

. . gin/tex 

22.9-23.6 22.3 

21.0-22.3 

20.7-23.5 

23.8 

21.9-24.1 

22.1-24.8 

Elongation: 









1/8 inch 

. . percent 

6.7-7.5 

6.7 

6.2-6.8 

6.2-7.1 

6.2 

6.3-7.5 

5.4-7.0 

Nonlint content 

. . percent 

2.0-2. 1 

2.5 

2.0-2.3 

2. 6-3.2 

2.4 

2.4-3,2 

2.6-3.8 

Color, raw cotton: 









Grayncss 

. . number 

-0- 

1 

0-1 

1 

0 

1-2 

1-3 

Yellowness 

. . number 

4- 

3 

3 

3 

4 

-3- 

1-3 

Composite 

. . index 

•106- 

103 

102-107 

102-104 

105 

10M03 

95-102 

Spinninc test results: 









Picker & card waste , . . . 

. . percent 

5.6-6.6 

5.6 

6.0-10.4 

5.6-7.2 

6.5 

5.0-6.2 

5, 5-7.1 

Carded yarn: 

Strength: 









22s 

. . pounds 

-112- 

105 

90-105 

101-105 

96 

98-110 

102-112 

50s 

. . pounds 

-39- 

36 

28-36 

31-36 

31 

31-39 

32-39 

Elongation: 









22s 

, . percent 

6.5-6.9 

7.2 

6.0-7.2 

5.9-7.4 

5.8 

5.5-6.6 

6.3-7.7 

50s 

, . percent 

5.3-5.7 

5.7 

4.5-5.3 

4.7-5.4 

4.5 

3.94.7 

4.8-6.0 

Appearance: 









228 

. . index 

100-120 

110 

100-110 

90-110 

100 

110-130 

90-110 

50s 

. , index 

70-90 

70 

70-90 

80-90 

90 

-90- 

70-90 

Imperfections; 








22s 

. . number 

7-19 

12 

11-17 

12-17 

15 

17-29 

11-24 

50s 

. . number 

8-16 

12 

8-15 

12-13 

17 

13-31 

9-24 

U.S. classcr's grade .... 

SM White 

. . percent 
of samples 

50 





(See 

(Sec 

M White 



-- 

-- 

50 

.. 

100 

title) 

title) 

SLM Wliitc 





100 

- - 

• « 

• .. 

SM Light Spot .... 


50 

. . 

50 



• - 


M Light Spot 



100 

. . 




• • 

U.S. classcr’s staple length 









M/16" 


100 


33 




1-3/32" 


100 

.. 

75 

67 

100 

. . 


1-1/4" 




25 



-- 

.. 


12 













Table 5.-Mexico: Quality characteristics of samples of Juarez and Laguna cotton 


Item 


Fiber test results : 

Fiber length: 

2.5 percent span . . . . inches 
Uniformity, 50/2.5 . . percent 

Micronaire reading 

Fiber strength; 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation: 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton: 

Grayness number 

Yellowness number 

Composite index 

Spinning test results: 


I'tcker & card waste . . , , percent 


Carded yarn: 

Strength: 

22s pounds 

50$ pounds 

Elongation: 

22s percent 

50s percent 

Appearance: 

22s index 

50.S. . index 

Imperfections: 

22s. number 

50s number 


U.S. classet’s grade .... percent 
of .samples 

M White 

SLM White 

M Light Spot 

M Spot 

U.S. classer’s staple length 

percent of samples 

M/16" 

1-3/32" 

1-1/4" 

1-5/32" 

1-3/8" 


Mexico 

U.S. comparison 




Mexico 

Laguna 

Juarez 

Acala 1517 

Acala 1517 

Middling 

SLM 

Middling 

M Wlute 

M/16" 

1-1/16" 

1-5/32" 

All 

4 samples 

i .sample 

1 sample 

samples 

from 

from 

from 

All 175 

Mexico 

Mexico 

Juarez 

samples 



1.21 

1.15-1.21 

1.07-1.09 

1.09 

46 

44-47 

42-44 

44 

4.0 

3,4-4.1 

3.84.0 

3.8 

92 

90-98 

75-79 

76 

26.6 

26.1-27.9 

20.3-21,7 

21.8 

6.2 

4.8-5.7 

6, 9-7. 9 

8.0 

2.1 

1.9-3. 8 

2.4-3.0 

2,4 

1 

0-1 

- 1 - 

2 

3 

2-3 

3-4 

5 

102 

102-106 

102-103 

98 

7.6 

6.7-8.4 

5.2-7.0 

9.3 

142 

1 29-145 

104-105 

111 

55 

48-55 

37 

25 

6.6 

6.4-7.3 

6.9-7.7 

8.0 

5.4 

5.3-6. 1 

4.9-6.0 

6.2 

90 

70-110 

-100- 

120 

80 

60-90 

-70- 

90 

20 

12-30 

21-22 

11 

16 

10-23 

16-18 

14 

100 

(See 



-- 

title) 

25 


*• 


75 

, . 



• 

100 

-- 

.. 

25 


;; 

• • 

75 

100 

100 

87 


- - 

• " 

13 

-- 

-- 


U.S. reference 
quality 


Texas SLM 
Wliite 
1-1/16" 
3.8-4.2 
Micronaire 
All 225 
.samples 


1.04-1,13 

43-47 

3.8-4.2 

84-93 

21.9-25.1 


5.7- 7.2 
2.1-3.2 

2-3 

2-4 

95-100 

4.7- 6.1 


106-124 

39-45 


S.7’6.6 

4.24.8 


100-120 

80-100 

14-39 

11-35 


(See 

title) 
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Table 6.-Mexico: Quality chaiacterisdcs of Mexicali cotton 




Trade description, number of samples, 

U.S. reference 




where obtained 


qiialitie.s 



SM 

M 

SLM 

1-1/16" 

1 sample 

SLM 

Arizona 

Ariz.-Iinp 

Item 


1-1/16" 

1-1/16" 

1-1/16" 

DPL 

Valley 



3 samples 

4 samples 

2 samples 

M 1-1/16" 

DPL SLM 



from 

from 

from 

All 

1-1/16" 



Mexicali 

import 

Mexicali 

import 

samples 

All samp. 




market 

market 

160 

80 

Fiber test results: 

Fiber length: 








2.5 percent span . . . . 

. . inches 

1.06-1.09 

1.04-1.14 

1.11 

1.02-1.13 

1,08-1.13 

1.08-1.14 

Uniformity, 50/2.5 . . 

. . percent 

-44- 

4547 

45 

4243 

4045 

4345 

Micronaiie 

Fiber strength: 

. . reading 

4.8 

4.4-4.9 

4.8 

3,3-39 

4.2-5.0 

3.94.7 

Zero gage 

. . Mpsi 

91-94 

80-90 

89 

86-94 

83-87 

84-91 

1/8 inch gage 

. . gm/tex 

23.3-24.5 

21.9-24.8 

23.5 

22.3-24.3 

21.9-24,1 

22.7-25.3 

Elongation: 








1/8 inch 

. . percent 

5.6-5.9 

6.3-7.8 

5.9 

5.6-6.9 

6.3-7.5 

6.1-6.7 

NonUnt content 

Color, raw cotton: 

. . percent , 

1.8-2.8 

1.3-2.4 

3.2 

2.3-3.3 

2.4-3.2 

2.7-3.6 

Grayness 

. . number 

-I- 

0-1 

1 

-1- 

1-2 

1-2 

Yellowness 

. . number 

-3- 

34 

3 

2-5 

-3- 

-2- 

Composite 

. . index 

102-103 

105-107 

101 

103 

101-103 

94-101 

Spinnins test results: 
Picker & cord waste . . . . 

. . percent 

5.8-8.3 

4.2-6.7 

7.8 

5.6-8.7 

5.0-6.2 

5.7-6.5 

Carded yarn: 








Strength: 








22s 

. . pounds 

101-105 

105-119 

101 

99-117 : 

98-110 

102-116 

SOs 

Elongation: 

. . pounds 

33-36 

3942 

34 

2942 

31-39 

3441 

22s 

. . percent 

6.0-6. 1 

6.5-6.9 

6.2 

6.0-7.0 

S.5-6.6 

5. 3-6.0 

50s 

Appearance: 

. . percent 

4.24.6 

5.3-5.6 

4.7 

4.1-5.8 

3.94.7 

3.74.5 

22s 

. . index 

100-120 

110-120 

100 

90-100 

110-130 

100-120 

SOs 

Imperfections; 

. . index 

70-80 

90-100 

80 

70-80 

-90- 

70-90 

22s 

. . number 

13-29 

12-16 

25 

26-31 

17-29 

18-37 

SOs 

. . number 

9-18 

11-14 

26 

20-35 

13-31 

18-28 

U.S. classcr’s grade .... 

, . percent 
of samples 







SM Wliife 



75 

25 

* - 


(Sec 

title) 

(Sec 

title) 

M White 

SLM White 

-- 

100 

50 

50 




SM Light Spot .... 


.. 




M Light Spot 

U.S. classcr’s staple length 


100 

• - 

-- 











1-1/32" 






50 



1-1/16" 

33 

67 

25 

50 

25 




1-3/32" 

100 




1-1/4" 


.. 



1-5/32" 





50 



^ 1 
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Table 7.-Mexico: Quality charactemtica of La Paz cotton 



Description, number of samples, 
where obtained 

U.S. reference 
qualities 

Item 

M 1-1/16" 

1 sample 
from 

La Paz 

M 1-1/16" 

3 samples 
from 
import 
market 

SLM 

1-1/16" 

1 sample 
from 

La Paz 

SLM 

1-1/16" 

3 samples 
from 
import 
market 

Arizona 
DPL 
Middling 
i 1-1/16" 

All samp. 
200 

Mls.s, 

SLM 

1-3/32" 

All 

samples 

350 


Fiber test results : 

Fiber length; 

2.5 percent span inches 

Uniformity, 50/2.5 . • . • percent 

Micronaire reading 

Fiber strength: 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation; 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton; 

Grayness number 

Yellowness number 

Composite index 

Spinning test results ; 

Picker & card waste percent 

Carded yarn: 

Strength: 

22 s. . pounds 

SOs pounds 

Elongation: 

22 s percent 

SOs percent 

Appearance: 

228 index 

50s index 

Imperfections: 

22 s number 

SOs number 

US. classer’s grade percent 

of samples 

SM Write 

M White 

SLM Wlute 

SM Light Spot 


US. classer’s staple length 

percent of samples 

1-1/16" 

1-3/32" 


1.05 

1.07-1.09 

1.10 

46 

42-46 

47 

4.9 

3.8-4.7 

4.9 

82 

76-84 

81 

20.4 

21.4-23.5 

20.9 

5.5 

6.2-8.7 

5.9 

2.8 

1.8-2.1 

2.9 

1 

0-1 

2 

3 

-4- 

3 

103 

104-105 

98 

6.8 

4. 8-5.7 

6.1 

94 

101-111 

105 

30 

35-38 

35 

6.4 

6.5-7.8 

6.4 

4.5 

5.2-6.3 

5.0 

120 

100-120 

110 

80 

80-100 

100 

17 

10-22 

14 

12 

9-22 

12 


-- 

67 

-- 

- - 

-- 

• « 

100 


100 

-- 

33 

• * 


67 

100 33 100 


1.07-1.12 

44-45 

1.08-1.13 

40-45 

1.07-1.14 

41-46 

4. 2-4. 7 

4.2-5.0 

3.9-4.9 

82-91 

22.4-23.0 

83-87 

21.9-24.1 

78-87 

22.1-24.8 

5.6- 7.2 

1.7- 1. 8 

6 . 3 . 7 .S 
2.4-3. 2 

5.4-7.0 
2.6-3. S 

1-2 

3-5 

101-102 

1-2 

-3- 

: 101-103 

1-3 

1-3 

95-102 

5. 0-7. 7 

5.0-6.2 

5.5-7.1 

103-108 

35-38 

98-110 

31-39 

102-112 

32-39 

6. 2-7.5 

5. 1-5.9 

5.5-6.6 

3. 9-4.7 

6.3.7.7 

4.8-6.0 

lOO-lIO 

80-90 

110-130 

-90- 

90-110 

70-90 

16-17 

12-15 

17-29 

13-21 

11-24 

9-24 


34 

(See 

(See 

33 

title) 

liUo) 

33 



67 



33 
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El Salvador 


E! Salvador produced 310,000 bales in 1971-72 compared to 240,000 bales in 1970-71 . Around 50,000 
bales, each season are consumed domestically and the remainder exported. The cotton is picked tlirec or 
four times a season and the ginning season runs from about mid-November for 4 monllis or iiiorc, 

All of El Salvador’s cotton is rain-grown, handpicked, and saw-ginned. 

Stoneville 2 1 3 luis replaced Dcltapine Smooth Leaf as El Salvador’s leading variety: 


Variety 1968-69 1969-70 1 970-7 1 

Percent of acreage 


Deltapine Smooth Leaf. . . 

. . . . 51 

23 

13 

Stoneville 213 

. ... 33 

46 

63 

Stoneville 7A 


22 

16 

Deltapine 

....(■) 

4 

2 

Copal . . 

...(■) 

3 

5 

Aciila 1513 BR 

... 13 

(‘) 

(*) 

Other 

... 3 

2 

I 

Total 

. .. 100 

100 

100 


*Jf any, included lii “Other.” 


New seed is imported from the United States each year for niulliplication and delivciy to farmers. The 
Iiistitut de Recherches du Coton et dcs Textiles Exotiques, with headquarters iir Paris, is coiuliicting a 
program to select and develop cotton varieties and improve cultural practices. 

The Salvador Cotton Co-operative grades and markets tlic entire crop. According to the Co-op’s 
statistics, 40 percent or more of the crop Itas been in the C-l ANA or Middling grade and 30 percent or 
more of the crop In the C*2 SAEVa or Middling Dull grade in each of tlic 1968, 1 969, and 1970 crops. The 


Tabic S.-Produedon of conon in Et Salvador by grades, 1968-71 




Staple 

length 



Crop year 



Typo 

Intcmational grade 

1968- 

69 

1969- 

70 

wm 

1968- 

69 

1969 

70 

m 

A-SUPRA 

Good MkUlting 

filches 

.1-3/32 

J,000 

bales* 

i.ooo 

bales* 

.6 

1,000 

bales* 

l.I 

Percent 

Percent 

0.3 

Percent 

0,5 

B-MAGNA 

Strict Middling 

1-3/32 

4.2 

8.3 

14.8 

2.1 

4.2 

6.1 

Cl -ANA 

Middling 

1-3/32 

82.4 

79.8 

104.7 

42.5 

40.0 

43.8 

C2 -SALVA 

Middling Dull (off 
color) 

1-3/32 

70,5 

67.4 

74.6 

36,4 

33.8 

31.1 

m -VERA 

Middling Lt. Spotted . . 

1-3/32 

1.0 

.9 

1.7 

.5 

,5 

.7 

D2-SLBD 

Middling Grays (off 
color) 

1-3/32 

26.1 

25.6 

30.5 

13.4 

12.8 

12.6 

D3-MART 

Strict Low Middling 
Grays (off color) . . . 

1-3/32 

8.1 

12.5 

9.7 

4.1 

6.2 

4.0 

E-LENA 

Low Middling Spotted . 

1-1/16 

.5 

.8 

.6 

.2 

.4 

.2 

F-FLOR 

Good Ordinary to 

Strict Good Ordiuoiy 

1-1/16 


2.5 

.7 

,4 

1.3 

.3 

G-CHRN 

Below grades 

1 

.8 

1.1 

1.7 

. .4 

.5 

.7 


Total 


194.5 

199.5 

240.1 

100.0 

100.0 

100.0 


Compiled from reports of Cooperativa Algodoncni Salvadorcna. 
Bales of 501 pounds net. 


16 










statistics indicate that tlie cotton is now largely 1-3/32". Pressley strengths are reported to range from 
70,000 to 85,000 pounds per square inch while Micronalre readings average 4.0. 

Fiber tests on 14 samples of El Salvador cotton indicated fiber lengths generally equivalent to 1-1/16" 
and 1-3/32" staple lengths. Some of the samples had very high uniformity ratios. Pressley strength ranged 
from 7 1 ,000 to 79,000 pounds per square inch which would be below strengths of most of the U.S. crop. 


Table 9. Minimum and maximum fiber and spinning test results on samples of specified El Saluadoran and U.S. cottons, 

and U.S. classer’s grade and staple descriptions 


Item 


MAGNA 
(St. Mid. 
1-3/32") 
2 samples 
from 
import 
market 


ANA 
(Middling 
1-3/32") 
6 samples 
from 
import 
markets 


SALVA 
(Mid. Dull 
1-3/32") 

4 samples 
from 
import 
markets 


SLBD 
(Mid, Gray 
1-3/32") 
2 samples 
from 
import 
markets 


Two U.S. reference 
qualities 

Missouri 

Southwest 

SLM Lt Spot 

LM Wliite 

1-1/16" 

1-1/16" 

All 100 

All 150 

samples 

samples 


Fiber test results; 

Fiber length: 

2.5 percent .span inches 

Uniformity, 5 0/2.5 .... percent 

Micronairc reading 

Fiber strength: 

Zero gage Mpsi 

1/8 inch gage gm/tox 

Elongation: 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton: 

Grayness number 

Yellowness number' 

Composite index 

Spinning tost results ; 

Picker & card waste percent 

Carded yarn: 

Strongtii: 

22s pounds 

50s pounds 

Elongation : 

22s percent 

50s percent 

Appearance: 

22s index 

50s index 

Imperfections: 

22s number 

50s luiinber 

U.S. classer’s grade percent 


of sample's 

St. Mid. Wliite 

Mid. White 

St. Low Mid. White 

St, Mid. Lt Spot 

Mid. Lt. Spot 

Good Mid. Spot 

U.S. classcr’s staple length 

percent of samples 

M/16" 

1-3/32" 

1 - 1 / 8 " 


-1.07- 

47-48 

4.6-4.7 

1.07-1.12 

4449 

4.14.9 

1.05-1.11 

4648 

4.44.8 

71-73 

20.2-21.0 

74-78 

21.0-22.6 

74-79 

20.0^22.2 

6.9-7.5 

-1.8- 

6. 7-7.5 
2.2.3.0 

6.4-7. 1 
2.6-2.9 

-1- 

-6- 

-105- 

0-1 

4-6 

103-105 

1-2 

4-5 

101-103 

4.2- 

5.5-8.2 

6.0-7.9 

-105- 

-37- 

101-108 

33-38 

98-101 

34-35 

-7.2- 

-5.8- 

6.6-7.2 

5.3-5.9 

6.6-6.9 

5.3-5.9 

-120- 

-90- 

100-120 

90-100 

110-120 

-90- 

-10- 

-9- 

12-21 

10-18 

15-16 

11-12 


.. 

17 

.. 

-- 

50 

75 


33 


-- 

-- 

25 

100 




100 

.. 


-- 

50 

50 

-- 

50 

50 


-1.05- 1.05-1.08 1.07-1.10 
45-46 45-46 4546 

4.4- 3.84.4 4.14,9 

74-75 75-82 78-87 

20.3-20.7 19,4-23,3 21.5-22,9 

6.8-7.0 6.3-7.2 5,S-6.6 

3.0-3.1 2.9-3.8 3.94.1 


-2- 

-3- 

96-99 

-3- 

34 

91-94 

34 

2-3 

88-95 

6.4-7.1 

5.8-6.8 

6.0-7.1 

96-97 

31-32 

91-105 

29-36 

95-106 

32-39 

6.6-7.0 

5.2-5.4 

5.5-6.2 

3.74.6 

5.4-6.0 

3.94.7 

-120- 

-90- 

110-120 

-90- 

110-120 

80-100 

10-12 

9-11 

20-34 

14-23 

17-37 

13-24 



(See 

(Sec 

100 

title) 

title) 

50 

(See 

(See 


50 title) title) 
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Guatemala 


Production of cotton in Guatemala totaled 280,000 bales in 1970-71 compared to 250,000 bales in 
1969-70 and a peak of 410,000 bales in 1965-66. Consumption now totals around 40,000 bales and the 
bulk of the crop is exported. 

Guatemala’s cotton is harvested from early December througli March. All of the cotton is rain-grown, 
handpicked, and saw-ginned, and is of (he American Upland type including about 60 percent planted to 
Stoneville 7A and 40 percent to DPL Smoothleaf. New registered seed for planting a small part of the crop 
is imported caclt year from (he United States. An attempt is made to not plant seed older than the second 
generation. 

About two-thirds of the crop is reported to be 1-1/16" in staple length and most of the remainder is 
1-3/32" except for small quantities of 1-1/32" cotton at tlie end of the season. According to the National 
grading system, around half of Guatemala’s cotton is of tlie G-4 grade or Middling and another fourth to a 
third is of the G-5 or Strict Low Middling plus grade. 


Table lO.-ProduclIon of cotton by grades In Guntemalfl, 1968-71 


International grade 

Giinicnialai) 

grade 

1968-69 


1970-71 



Percent 

Percent 

Percent 

Good Middling 

G1 

(') 

1 

1 

Strict Middling 

G2 

1 

2 

2 

Middling Pins 

G3 

9 

16 

16 

Middling 

G4 

50 

48 

49 

Strict Low Middling Plus 

G5 

35 

23 

23 

Strict Low Middling 

G6 

4 

8 

7 

Low Middling 

G7 

1 

1 

1 

Lower grades 

-- 

(1) 

1 

1 

Total 

•• 

100 

100 

100 



1,000 

1,000 

1,000 



hales 

bales 

bales 

Total 

•• 

380 

250 

280 


(Insccl on statistics of Censejo NacionnI del Algodoii. 
Less than 0.5 percent. 


18 






Tilbiti 1 l.-Fiber and spinmiig test results on samples of specified Giialemalan and U.S. cottojis, 
and U.S. classcr’s grade and staple descriptions 


Item 


Middling 

1-1/16" 

2 samples 
from 
import 
market 

Strict Low 
Midiiling 

1-1/16" 

2 samples 
from import 
market 

U.S. tofereiice 
quality 

Soutli Cent. 

SLM White 

1-1/16" 

All 1650 
samples 
average 

Fiber tost results: 

Fiber length: 




1.08 

2.5 percent span 

....... inches 

1.09-1.13 

1.09-1.11 

Uniformity, 50/2.5 . . . 

....... percent 

44-45 

-44- 

45 

Micronaira 

. reading 

4.4-4.5 

4.6-4.7 

4.5 

Fiber strength: 





Zero gage 

Mpsi 

76-77 

86-89 

82 

1/8 inch gage 

gm/tex 

21.6-22.1 

-22.5- 

22.1 

Elongation; 




6.4 

1/8 inch 

....... percent 

7.4-7.6 

-5.2- 

Nonlint content 

percent 

-1.7- 

-1.9- 

2.8 

Color, raw cotton: 





Grayness 

number 

-1- 

-1- 

2 

Yellowness 

number 

-3- 

-3- 

3 

Composlta 

, index 

-104- 

-104- 

97 

Spinnina test results: 




5.8 

Picker & card waste 


-5.4- 

-6.5- 

Carded yarn: 

Strength; 





22.S 


-101- 

-99- 

101 

50s 

pounds 

-36- 

-33- 

34 

Elongation; 





22s. 


-6.9' 

-5.8- 

6.3 

508 


-5.6- 

•4.5- 

4.7 

Appearance: 





22s 

....... index 

-no- 

-90- 

109 

50s 


-90- 

•70 

86 

Imperfections; 





22s 


-18- 

-17- 

19 

50s 

U.S. classer’s grade 

percent 

of sam|)les 

-15- 

-15- 

15 

Middling White 


100 

100 

(See 

title) 

U.S. classer’s staple length 






. percent of samples 




1-3/32" 


100 

100 

(Sec 

title) 
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Nicaragua 

Nicaragua is the largest producer of cotton in Central America but production declined from 530,000 
bales in 1966-67 to about 345,000 bales in 1970-71, tlien rose to 450,000 bales in 1971-72. All but a few 
tliousand bales are exported. The crop is picked from November through January. The gins begin to operate 
in late November and usually keep going until late April. 

In 1969-70, 58 percent of Nicaragua’s cotton acreage was planted to Deltapine Smooth Leaf, 31 percent 
to Stoneville 213, 8 percent to Stoneville 7A, and 3 percent to other varieties. Some seed is imported eaclr 
year from the United State.s and some is saved from tire local crop for planting. Research is being conducted 
to select and develop new varieties, especially varieties with greater fiber strength. Practically all of the 
Nicaraguan cotton crop is rain-grown. Between 15 and 20 percent is machine picked; tire remainder is 
handpicked. All of tire cotton in Nicaragua is saw-ginned. 

According to statistics of the National Cotton Classing Office, one-third of Nicaragua’s cotton is Type 
BS which is considered to be the equivalent of Middling Light Spotted. Type CP, Strict Low Middling Plus, 
accounted for another 20 percent and Type C or Strict Low Middling for another 19 percent. 

Tests made by the National Cotton Classing Office on 1 1,664 samples of the 1970-71 crop gave an 
average Micronaire of 4.23 and an average Pressley strength of 72,400 pounds. Fiber tests on 21 samples of 
Nicaragua cotton indicated that most samples had a fiber Icngtii equivalent to U.S. 1-1/16" cotton with a 
few samples equivalent to 1-1/32" and some to 1-3/32". Micronaires were in tire 4.5 to 4.7 range but 
Pressley fiber strengths were fairly low— 73,000 to 78,000 pounds per square inch, as were yarn strengths 
from some of the samples. 


Tabic 12,-Clnssiflcalion of the Nicaraguan cotton crops of 1969-70 and 1970*71 by grades 


Type 

Equivalent grade ‘ 

1969-70 

1970-71* 

1969-70 ’ 

1970-71* 



1,000 

1,000 





hales 

hales 

Percent 

Percent 

A 

Strict Middling 

1 

1 

0.2 

0.3 

BP 

Middling Plii-s 

5 

8 

1.9 

2.2 

n 

Middling : 

35 

41 

11.7 

11.8 

CP 

Strict Low Middling Plus 

59 

67 

19.7 

19.6 

c 

Strict Low Middling 

56 

66 

19.1 

19.2 

DP 

Low Middling Pins 

IS 

15 

4.9 

4.2 

D 

Low Middling 

8 

8 

2.6 

2.5 

AS 

Strict Low Middling Very Lt. Spot 

2 

1 

.5 

.3 

DS 

Middling Lt. Spot 

96 

114 

32.2 

33.1 

CS 

Strict Low Middling Lt, Spot 

10 

12 

3.5 

3.5 

MS 

Middling Spotted 

(3) 

(3) 

,1 

.1 

PS 

Strict Low Middling Spotted .... 

2 

2 

.8 

.6 

BM 

Middling Light Gray 

3 

6 

1.0 

1.7 

CM 

Strict Low Middling Lt. Gray .... 

2 

1 

,7 

.2 

MG 

Middling Gray 

(3) 

(3) 

.1 

(4) 

(5) 

Low grades 

3 

2 

1.0 

.7 


Total 

297 

344 

100.0 

100.0 


As reported by the National Cotton Classing Office. 
^Preliminary. 

^Less than 500 bales. 

^Less than 0.5 percent, 

®TypcsE,DS.F,BG.YG. 
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Tahle 1 3-- Minimum and iiiaxiiiuim Tiber ami spinning Icsl results un samples of specified Nicaraguaii and U.S. collons, and U.S. classet’s grade and 

staple descriptions 









1 

Three tJ,S- refcieiiee tiaaliiics 



Mdidling 

Middling 

Middline 

St. Low 

Sir- Low 

Low Middling 



Atkii lisas 



lui staple 

i-i/ie" 

Li. Spot. 

Middling 

Middling 

Plus tin 


Missiiiiri 

Sioiieville 

Item 


given 2 

•1 samples 

no staple 

■10 stiiplc 

l-i;i6" 

staple given 


SLM White 

213 


s;titiples 

Ironi 

given 4 

given 3 

4 uiliples 

4 samples 


1-1/16'' 

Sl.M While- 



Irenu 

import 

samples from 

samples fioiii 

front iitipurl 

front 


A.I5 Kill 

1-1/16" 



Maiuigmi 

market 

Managua 

Managua 

niatkei 

Managti a 

saniplus 

samples 

All 75 
saiupK’s 

l-'ibot test results: 

Tibet lengtli: 

2,5 peteent span 

. . . Indies 

i.oa-i.io 

I.II4-1.III 

1.04-1.07 

1.03-1.04 

1.04-1.07 

1.04-1 .07 

1,(15-1.08 

1.06-1.10 

1.03-1. il 



-4fi- 



43-44 

43-46 

42-46 

45-46 

4.5-46 


Mieronaitc 

. . , reading 

■1.6- 

4.7-4.9 

4.5-».7 

4.5-4.? 

4.5-4.9 

4, 4-4.7 

3.8-I.4 

3.8-4.9 

4, 0-5.1 

I'ibet sirenglli: 


-73- 

73-7S 

74-75 

73-76 

72-77 

72-78 

75-82 

75-84 

79-83 

1 /X inch gage 

. . , giir/tcx 

21.S-2I.‘> 

lV..V2a3 

2a3-2l.2 

19.4-19.8 

18.6-20.4 

18.9-20.6 

19.4-23.3 

20.5-22,8 

19,6-21.9 

blaiigation: 

^ 





6. 2-6.9 
I.9-4.5 


6.3-7.2 

S,9-7.4 

6.1-7.I 

Norilint vunlent 

. . . percent 

•2.0- 

I.9-2.1 

2. 7-3.5 

2.2-3.6 

2.3-3.9 

2,9-3.8 

2.2-2, 8 

2, 7-3.4 

Colot, taw eottoii; 







1-3 

-3- 

>3 

1-3 


. . . luimbet 


4-5 

-1- 

2-3 

4-5 

3-4 

3-4 

2-3 

2-4 

Composite 

, , . index 

•105- 

I02-I0-I 

99-JOI 

97-98 

98-106 

95-104 

91-94 

93-101 


Sirittnlnc lest resiill.s: 

I’legcc & card waste 

C^itlcd yarn: 

. . . percent 

•5.3- 

5.4-R.9 

5.6.6.S 

6. 1-6.6 

6.S-8.5 

4.8-7, 8 

5,H-6.8 

5.1-5, 9 

.5.1 -6.3 




Strunglh. 


•102- 

91-101 

93-96 

8'7-9l 

81-100 

84-99 

91-105 

98-H)8 

93-1 Ofi 

5()s 

. . . puiimis 

-36- 

30-35 

30-32 

27-311 

25-34 

22-34 

29-36 

32-.1H 

31-37 

r.luiig.itiim; 

. . . pureenl 

•7.7- 

6.7-7.4 

6.tl-7.3 

6.a-6.9 

6.4-7.0 

6.3-7, 1 

S.S-6.2 

S,S-6.,5 

5.8-6.11 

SOt 

. , , peteent 

•6,0- 

.5.4-5.» 

5.0-5.S 

5.0-5.2 

4.fi-5.8 

4, 6-5. 8 

3, 7-4.6 

3, 8-4.0 

4, 0-4. 8 

Appuiiruncc: 


100-120 

110120 

110-120 

100-110 

100-110 

90-120 

110-120 

11(M30 

1 10-120 

50s 

. . . Index 

•90- 

-UO- 

-90- 

80-90 

80-90 

70-90 

■90- 

80-100 

KIM 00 

linpetTuelions: 

, . . iiiuttber 

•11- 

12-17 

10-13 

18-25 

17-22 

13-26 

20-34 

17-29 

ir>-.u> 

5Us 

, . , iiiiniber 

•11- 

K-16 

16-20 

13-28 

14-18 

12-21 

14-23 

K-2I 

12-21 

U.S. tlasser's grade 

. , 1 percent 
oT samples 






25 






100 

75 


• 

50 






25 

100 

25 

2S 

(See 

(See 

(.Sec 





. 

25 

tillu) 

title) 

title) 



25 


. 

. 








75 



25 









25 





U,S, cliisset's staple leiigtii 

















25 

25 




1-1/32" 


• 

25 

75 

too 

75 





100 

50- 

25 


25 

50 













M/S" 



2.5 

• 

• 

' 
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Brazil 


Briizil is the third largest exporter of cotton in the world after the United Stales and the USSR. Exports 
totaled nearly 1 ,8 million bities in 1968-69, 1.9 million bales in 1969-70, and 1 .2 million bales in 1970-71 . 

Brazil has two cotton crops: flic South Brazilian crop harvested in March througli June, and the 
northeastern crop, harvested in tlic various States from May to February with August-Ocloher tlie most 
important inoiilhs. Practically all Brazilian cotton is saw-ginned. 

Cotton in South Brazil.-Usually two-lhirds of Brazil’s cotton grows in South Brazil, largely in the States 
of Sao Paulo and Parana. Production in this region totaled nearly 1.9 million bales in 1968-69, 2.3 million 
bales in 1969-70, and 1.9 luillion bales in 1970-71. Roii^ily 800,000 bales of this cotton arc consumed 
domestically leaving the remainder for export. The South Brazilian crop is the only large cotton crop that 
comes on the world market in tlic late spring. 

South Brazil’s cotton is raingrown Upland-type cotton, nearly all of it in the “mediiim long staple” 
category (l-l/32''-l-3/32"). lAC RM^ wilt resistant is the leading variety at present with 60 percent of the 
area in Sao Paulo State. I AC 12 is being phased out because it is susceptible to wilt but occupied nearly 40 
percent of the acreage in Sao Paulo in 1971-72. 1'hese and other varieties are selections from such U.S. lines 
as Auburn 56, Rex, Deltapine, and an Acala strain introduced from tlie United States many years ago. 

The various States in Soutli Brazil have their own cotton classing services and own standards, although 
tliey follow a national system. An exception Is Goias which has its cotton classed by the Bolsa do 
Mcrcadorias in S?io Paulo, It is not known how tlicsc standards compare with each otlier and whether 
cotton classed as a given grade in one Stale is comparable to cotton classed in the same type in another. For 
1972-73, however, South Brazil will have uniform standards that apply to all cotton grown there for the 
first time. 

The “types” of the Soiitli Brazilian States take account of grade only. (There is some sample checking of 
staple length for statistical purposes.) Type 5 Is the basis type. The lower the nimibcr of tlic type, the 
higher tlie quality of the cotton. 

Results of tlie classification of cotton in the Stales of STfo Paulo and Parana for the 1969-70 and 
1970-71 crop.s are given in tables 15 and 16. The SS’o Paulo results include not only cotton grown within 
tliat Stale but practically all of Goias cotton, two-lhirds of Mato Grosso’s, and 1 0 percent of ParantPs. As 


Tnblo 14. -PrcKluction of cotton in Utnzii, 1969-72 


State 

1969-70 

1970-71 ' 

1971-72^ 

Northeast Brazil; 

1,000 hales 

1,000 bales 

1,000 bales 

Ceara 

506 

138 

275 

Paiaiba 

200 

70 

120 

Pernambuco 

156 

55 

100 

Rio Graiulc do Norte 

160 

44 

88 

Other 

288 

88 

244 

Total 

1,310 

395 

827 

South Brazil: 




S.'io Paulo 

1,135 

1,035 

1,280 

Parana 

860 

555 

420 

Minas Gerais . 

150 

70 

100 

Goias 

80 

140 

400 

Other 

80 

70 

100 

Total 

2,305 

1,870 

2,300 

Grand total ; 

3,390 

2,255 

3,127 


Suite figures for Nortlicnst from Aniiuftl Report of Bolsa dc Mcrcadorias, Sao Pnulo, 1971, p. 44, except for 1971-72, 
which arc commercial estimates, 

* Preliminary. 
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Table i5.-Cotton classed in States of Sao Paiik) and Parana, Brazil, during cotton years beginning August I 


Item 

Sao Paulo 

Parana 

m 

1968- 

69 

1969- 

70 

1970- 1 
71 

1967- 

68 


1969- 

70 

1970- 

71 


1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 


metric tom 

‘ metric tom metric tonsmetric toiis.inetric tons metric tons metric tons metric ions 

Total classed 

248 

314 

304 

265 

155 

202 

163 

no 

By types: 

Percent 

Percent 

Percent 

Percent 

Percent 

Percent 

Percent 

Percent 

Total 

100 

100 

100 

100 

100 

100 

100 

100 

Type 3 

(2) 

(2) 

(2) 

(2) 

(2) 




Type 4 

(2) 

(2) 

(2) 

(2) 

(2) 

(2) 

(2) 

(2) 

Type 4/5 

3 

I 

1 

1 

4 

1 

(2) 

2 

Type 5 

16 

4 

3 

6 

16 

7 

2 

8 

Type 5/6 

34 

17 

11 

16 

23 

20 

9 

16 

Type 6 

27 

32 

26 

28 

34 

33 

27 

29 

Type 6/7 

14 

29 

33 

27 

16 

19 

26 

21 

Type 7 

A 

11 

17 

13 

5 

10 

20 

13 

Type 7/8 

1 

4 

6 

5 

1 

5 

10 

6 

8 and under 

1 

2 

3 

4 

1 

5 

6 

5 

By staple lengths: 

1 








Total 

100 

100 

100 

. - 

100 

100 

100 

100 

26 mm 

(2) 

(2) 

(2) 

(3) 

. ■ 


. - 

. - 

27 mm 

(2) 

(2) 

(2) 

(3) 

. . 


. . 


28 min 

(2) 

(2) 

(2) 

(3) 



(2) 

(2) 

29 mm 

(2) 

(2) 

(2) 

(3) 

.. 

1 

(2> 

1 

30 mm 

1 

1 

5 

(3) 

3 

7 

14 

10 

30/32 mm^ 

61 

51 

89 

(3) 

96 

92 

85 

88 

32/34 mm* 

38 

48 

6 

(3) 

I 

(2) 

(2) 

1 


' To October 20, 1971 only. ^ Less than 0.5 percent. ^Not available. Kquivnlcnl to apprbxiinntely 1-1/3 2". * liquiv- 
aicnt to approximately 1-1/16" to I -3/32'’. Compiled from reports of Bolsa tie Meresuiorinsdo Slfn Paulo. 


Table 16.-Giade of cotton exported from port of Santos by calendar years, 1969 and 1970 


Type 

Cotton grown In S'ao Paulo 

Cotton grown in other States 


1969 ; 

1970 

1969 

1970 


1,000 metric 1,000 metric 1,000 metric 1,000 metric 


Total 

tom 

256 

tong 

219 

tons 

106 

tons 

54 

Total 

Percent 

100 

Percent 

100 

Percent 

100 

Percent 

100 

Types: 2, 3, 4 

4/5 

1 

0) 

0) 

0) 

1 

1 

1 


5 

5 

3 

8 

3 

5/6 

18 

10 

21 

13 

6 

34 

25 

33 

28 

6/7 

27 

34 

19 

23 

7 

10 

17 

11 

19 

7/8 

3 

7 

4 

9 


1 

2 

2 

4 

9 and under. 

0) 

1 

1 

1 


Compiled from Annual Report of Bolsa de Metcadorlas dc S3o Paulo, 1971. 
^ Insignificant volume. 
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indicated, most of the cotton classed in both Sao Paulo and Paran.'^ in recent years has been Type 6 or 6/7, 
but Types 5/6 and 7 are also imporlanl. Type 6/7 is the leading type exported but Types 6 and 7 are also 
important. 

There is a fairly large amount of variation in the grade of Brazilian cotton from year to year because of 
weather during the harvest, In some years when rainfall continues late into the harvest period, a relatively 
large proportion falls into the lower grades. 

The staple leiigtli of Soutii Brazil’s cotton has been Increasing over the years. According to Brazilian 
cotton classing statistics, only 1 1 percent of the cotton produced in the state of Sao Paulo was 30/32 mm 
(approximately 1-1/32'') in 1962 but by 1964, 75 percent was in this category or longer, and, since 1968, 
95 percent or more. In 1968-69, 48 percent was classified as 32/34 mm (approximately 1-1/16") but only 6 
percent in 1969-70. 

Results of Micronaiic and Pressley tc.sts made In Brazil on samples from the 1970 cotton crop of the 
state of Sao Paulo are compared with results from Mississippi. Texas and California in Table 17 and 18. 

The Micronaiic results on the 1 970 Sffo Paulo crop were considered in Brazil to be about the same as on 
the 1969 crop but the Pressley strength tests were said to show strengths averaging 4 percent lower. 

Results of U.S. fiber and spinning tests and U.S. official classers’ dclenninalions on 91 samples of South 
Brazilian cotton obtained in 1971 in Brazil and in 1970 in importing markets arc given in tables 19 and 20. 

Fiber lengths of South Brazilian cotton ranged from about LOO to 1.10 indies and averaged about the 
same as for 1-1/32" cotton in the United States. The fiber length varied little tlirougiiout the range of 
Brazilian types. Most of the Micronaire values were between 3.5 and 3.9 whidi would be fairly low for U.S. 
cotton of this staple length but still in the no-discounl-price range. 


Table U.-Results of Micronaiic teats on cotton harvested in 1970 in SSo Paulo, Mississippi, Texas, and California 


Micronaire reading 

Sao Poulo* 

Mississippi^ 

Texas^ 

California® 

3.2 and under i 

Percent of tests 

8 

Percent of tests 

1 

Percent of tests 

10 

Percent of tests 

4 

3.3-3.4 

10 

1 

5 

2 

3.5-3.9 

48 

10 

20 

19 

4.0-4.4 

33 

41 

30 

50 

4.5-4.9 

1 

37 

26 

25 

5.0 and higher 

0 

10 

9 

(3) 

Total 

, 100 

100 

100 

100 


^ Compiled from Annual Report of Dolsa do Metcadorias dc SSo Paulo, 1971. Based on 6,746 tests on crop harvested 
in spring of 1970. * From Consumer & Marketing Service, USDA, U.S. cotton quality report for ginnings, 1979-71 

crop. 3 Less g.S percent. 


Table 18.-Rcsiilts of Pressley fiber-strength tests on cotton harvested in 1970 in Sao Paulo, Mississippi, Texas and 

California 


Strcngtii in pounds per square inch 

S3o Paulo* 

Mississippi® 

Texas® 

California® 

Under 75,000 

75.000- 79,000 

80.000- 84,000 

85.000- 89,000 

90.000- 94,000 

95,000 and over 

Percent of tests Percent of tests Percent of tests Percent of tests 

5 2 10 

31 23 9 (3) 

52 53 26 2 

12 20 37 6' 

0 2 20 12 

0 (3) 7 80 


From AnnualRcport of Dolsa do Mercadorias dcSBto Paula Ba.sedon 1,677 tests on crop harvested in spring of 1970. 
^ From Consumer and Marketing Service, USDA, U.S. Cotton Quality Report for Ginnings, 1970 crop. 3 Less tlian 
0,5 percent. 
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The siiinples of Soiitli Brazilian colton gcncmlly iippcared to show a considerable degree of yellowness 
on tlie Colorimelcr scale ami were largely classed by U.S. classers as Spotted or Light Spotted cotton. The 
amount of picker and card waste varied from the same as U.S. Low Middling plus in the Type 5 grade down 
to more than Good Ordinary for Type 5/6 and below. Yarn strengths were largely low; yarn imperfections 
were low to average in Types 5 and 5/6 but high in the lower types. Type 6, tlie most important type 
quantitatively, might be coinparcd with U.S. Southwest area Strict Low Middling Light Spotted 1-1/32” 
cotton. 

Cotton in Northeast Brazil.- Cotton production in Northeast Brazil averaged 1,244,000 bales annually 
from 1965 through 1969 but in 1970 a severe drought in some sections and floods in others brought cotton 
production down to 395,000 bales (table 21). In 197.1 the crop recovered to 827,000 bales. About 450,000 
to 500,000 bales of the Northeast crop ustially arc consriined in Brazil and the remainder, if any, is 
exported. 

Nortlieast Brazil’s cotton is concentrated in the northeastern tip of the country, with more than 
three-fourths in the States of Ccara, Paraibu, Pernambuco, and Rio Grande do Norte. Other cotton 
producing Slates include Piaiii, Maranhao, Alagoas, Sergipc, and Bahia. 

Three principal varieties of colton arc grown in Northeast Brazil: Scrido, Scrlao, and Mata. The names 
arc trade names but usually also indicate staple Icngtii (table 22). The various States have their own colton 
classiricalion services. According to combined statistics for several of the States, about half of the Northeast 
Brazil cotton crop is 32/34 mm in staple Icngtii, whicli is reported to be the approximate equivalent of 
1-1/16''. About 17 percent is 34/36 mm, or 1-3/32", or longer, and a third is 30/32 mm, or 1-1/32", or 
shorter, By grade, Type 3 W!is 30 percent of the 1969*70 crop; Type 4, 38 percent; and Type 5, 25 percent. 


Tablo 21. -Production of cotton in Northeast Brazil, 1969-72 by staple lengtlis 


Item 

1969-70 

1970*71 

1971-72 


1,000 bales 

1,000 boles 

1,000 bales 

Production 

1,310 

395 

827 

By staple lengths: 

Percent 

Percent 

Percent 

Mata (13/16"-1") 

17 

29 

18 

Sertao (l-l/32"-l*3/32") 

65 

48 

70 

Scrido (over 1-3/32") 

18 

23 

13 


Compiled from Brazil's report to the 13th Plcnoty Meeting, ICAC, Gufttemaisi, 1971. 


Table 22.-Classification of cotton in Nortlieast Brazil, crop of 1969-70^ 

Staple icngtii 

Type 

Mtns. 

Estimated^ equivalent in inches 

Percent 


Percent 

24/26 

7/8 to 15/16 

0 

2 

1 

26/28 

15/16 to 1 

1 

3 

30 

28/30 

1 to 1-1/32 

21 

4 

38 

30/32 

1-1/32 to 1-1/16 

10 

5 

25 

32/34 

1-1/16 to 1-3/32 

51 

6 

5 

34/36 

1-3/32 to 1-5/32 

12 

7 

1 

36/38 

1-5/32 to 1-3/16 

3 

8 

? 

38/40 

1-3/16 to 1-1/4 

2 

9 

(3) 

Total 


100 


100 


Compiled from Atinunl Report of Bolsndc Mercadorias dc .SEo Paulo, S8o Paulo, 1971. 

* Includes data for Sertao, Scrido, and Mata cotton from combined results of State classification services in Ceara, 
Pernambuco, Rio Grande do Norte, Alagoas, Sergipe, and Dahln. Docs not include data from Parniba and other States. 
Sample was about half of the crop. ^ Based on estimRtc.s from government and commercial sources in Brazil but 
there is some variance in these estimates. 3 Lcjj than 0.5 percent. 
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Serido is named after a river region and is usually applied to nortlieastein cotton having a staple length 
of 34 mm (I-I/8") or longer. Production usually runs upwards of 40,000 bales, comprising nearly 
one-fourth of Northeast Brazil's production. The Serido crop usually is entirely consumed by Brazilian 
mills. 

Serido is a perennial Gossypium hirsutum, Marie Galanlc variety, that grows as a shrub usually to a 
heiglit of about 6 feet and has tap roots sometimes extending 15 feet into the ground. The shrub bears 
cotton bolls for from 7 to 10 years. Serido cotton grows in the interior only where rains are scarce, not over 
20 inches annually. Serido cotton is said commercially to be fine fibcrcd with a Micronairc of 3.3 to 3.7 
and to have a Pressley strength of 75,000 to 82,000 pounds per square inch. Our tests made in 1971 on 4 
samples of Type 3-34/36 mm, Serido cotton confirmed the Micronaire readings and gave fiber lengths 
comparable to 1-5/32" and 1-3/16" cotton (tables 9 and 10), Pressley strengtlis, however, ran up to 92,000 
pounds. The samples miglit be considered to be comparable to SLM Wliite Acala 1517 in tlie United States. 
They averaged a little lower in carded yarn strength but higher in yarn appearance and lower in yarn 
imperfections. 

Sertao cotton accounts for more than half of Northeast Brazil’s production-upwards of 450,000 bales 
annuiilly. It is of the same perennial variety as Serido and also is named after a region, but the name is 
applied to cotton stapling a little shorter. Sertao cotton is reported commercially to be l-l/32"-l-3/32'' in 
staple length and not as creamy as Serido, and to have a micronaire of 3.3 to 3.6 and a Pressley strength of 
77,000 to 82,000 pounds. Our tests in 1971 on 8 samples confirm the commercial Micronaire readings but 
our Pressley strengths ran as high as 87,000 pounds and some of the fiber lengths were comparable to 
1-1/8" cotton. Perhaps SLM White 1-1/8" from the South-Central region of tlie United States could be 
considered fairly comparable to the Sertao samples except that the latter were yellower in color and had 
greater non-cotton content. 

Moco is a nickname applied to both Serido and Sertao cotton. 

Mata is an annual Upland type that Is grown In areas imniedialcly behind the coast where tlic rainfall is 
adequate but not too heavy for this type of cotton. Production usually totals between 30,000 and 35,000 
tons annually. According to a Brazilian commercial statement, Mata cotton has a staple length of 15/16" to 
1", a usual Micronaire of 3.8 to 4.3, and a Pressley breaking strength of 74,000 and 83,000 pounds per 
square inch. This description is borne out by results on two samples tested In 1971 (tabic 1 1). The samples 
appeared to resemble U.S. SLM While or SLM Li^il Spotted cotton of 15/16" to 1" grown in the 
Southwest. 
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Table 23.-Average of fiber and ipinning test results on samples of specified Noitli Brazilian and U.S. cottons, and U.S. 

classer’s grade and staple descriptions 




Brazilian type, number of samples where 
obtained 

Some U.S. reference qualities 

Item 


Seiido 
Type 3 

Sertao 
Type 3/4 

Sertao 
Typed 
32-34 mm. 
4 samples 

Sertao 
Type 5 
32-34 mm. 
2 samples 
from 
Recife 

Acala 1.517 

Acala 1517 

Soutli 

Central 


34/36 

4 samples 
from 

1-3/32*’ 

2 samples 
from 

AU SLM 
White 
Samples 

AH SLM 
Lt. Spot 
Samples ' 

All SLM 
White 
1-1/8" 



Recife 
Sao Paulo 

import 

market 

SiTo Paulo 

t 

(160) 

(60) 

Samples 

(80) 

Fiber test results: 

Fiber lengtli: 









2.5 percent span .... 


1.20 

1.05 

1.12 

1.14 

1.17 

1.18 

1.13 

Uniformit/, 50/2.5. . 

. , .percent 

42 

38 

42 

42 

45 

42 

44 

Micronaiic 

Fiber strength: 

. . .reading 

3.5 

3.6 

3.5 

3.6 

3,8 

3.1 

4.0 

Zero gage 


89 

86 

83 

84 

93 

88 

82 

1/8 incli gage 

. . .gm/tex 

24.8 

21.0 

22.6 

23.5 

27.1 

24.9 

23.9 

Elongation: 









1/8 inch 

. . .percent 

6.1 

5.8 

6.7 

6.1 

5.3 

5.3 

6.4 

Nonlint content ...... 

. . .percent 

5.8 

8.0 

8.2 

8.2 

3.1 

6.1 

3.0 

Color, raw cotton: 









Grayness 

. . Jtumbei 

1 

3 

2 

3 

1 

2 

1 

Yellowness 

. . Jiumber 

4 

5 

5 

4 : 

3 

4 

2 

Composite. 

.... index 

101 

96 

99 

97 

104 

98 

100 

Splnnliu! test results: 
Picket & card waste 

, . . .percent 

8.7 

11.2 

8.6 

12.4 

7.5 

11.6 

5.9 

Corded yarn; 









Strength: 









22s 

, . . .pounds 

120 

98 

112 

109 

136 

130 

109 

508 

Elongation: 

. . . .pounds 

43 

31 

40 

37 

51 

50 

38 

22 

. . .percent 

7.3 

6.4 

7.1 

7.2 

6.8 

6.9 

6.8 

50s 


5.8 

4.7 

5.6 











Appearance: 









22s 

.... index 

112 

110 

98 

115 

94 

67 

98 

50s, 

Imperfections; 

.... index 

92 

85 

82 

95 

73 

63 

75 

22s 

. . jiuinber 

12 

20 

16 

13 

32 

94 

22 

50s 

. . jnumber 

14 

18 

16 

12 

24 

75 

19 

U.S. classcr’s: 









Grade 


M Lt. Spot 

SLM Spot 

SLM Spot 

SLM Spot i 

SLM White 

SLM Lt, SLM White 



SLM Spot 





Spot 


Staple length. ....... 


1-1/16", 

1-3/16" 

1-3/32" 

1-1/16" 

1-1/8" 

1-5/32" 

1-1/8" 

M/8" 
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Table 24.-Minimum and maximum fiber and ipinning test results on samples of specified North Brazilian and U.S. 
cottons, and U.S. clastei’s grade and staple descriptions 




Brazilian type, number of samples where 
obtained 

Some U.S. reference qualities 

Item 


Serido 
Type 3 
34/36 

4 samples 
from 
Recife 
Sab Paulo 

Sertao 
Type 3/4 
1-3/32" 

2 samples 
from 
import 
markets 

Sertao 
Type 4 
32-34 mm, 
4 samples 
from Sao 
Paulo 

Sertao 
Type 5 
32-34 mm. 
2 samples 
from 
Recife 

Acala 1517 
All SLM 
white 

160 

samples 

Acala rsi? 
All SLM 
Lt. Spot ! 
60 

samples 

South 
Central 
All SLM 
white 
1-1/8" 

80 

samples 

Fiber test results: 

Fiber length; 









2.5 percent span 

. . .inches 

1.19-1.22 

1.04-1.06 

1.11-1.14 

1.13-1.16 

1.14-1.21 

1.18-1.19 

1.12-1.14 

Uniformity, 50/2.5 

, .percent 

41-42 

34-42 

4144 

41-42 

4347 

41-43 

4245 

Micronaire 

. .reading 

3.3-3.9 

-3.6- 

3.4-3.6 

3.6-3.7 

3.24.2 

3.0-3.1 

3.7-4.4 

Fiber strength: 









Zero gage 

. . . .Mpsi . 

85-92 

86-87 

81-85 

83-84 

86-97 

87-90 

80-86 

1/8 inch gage 

. . gm/tex 

23.8-26.6 

20.6-21.5 

22.3-22.9 

23.4-23.9 

25.0-29.0 

24.5-25.1 

22.6-24.6 

Elongation: 









1/8 inch 

. .percent 

5.9-6.4 

-5.8- 

6.5-6.9 

6.I-6.2 

4.9-5.6 

S.1-5.4 

6.1-6.6 

Nonlint content 

. .percent 

5.4.6.2 

6.3-6.6 

6.5-10.7 

7.8-8.7 

2.1-3.8 

4.9-7.2 

2.5-3.9 

Color, raw cotton: 









Grayness 

. number 

1-2 

-3- 

-2- 

-3- 

0-2 

2-3 

1-2 

Yellowness 

. number 

4-5 

-5- 

-5- 

-4- 

2-3 

-4- 

1-3 

Composite 

. . . index 

100-101 

96-97 

98-100 

96-97 

100-104 

97-100 

96-103 

Spinnlne tost results: 









Picker & card waste 

. .percent 

7.6-9.5 

9.6-12.8 

8.2-9. 1 

12.4-12.5 

6.6-9.8 

10.5-12,7 

5.3-6.8 

Carded yarn: 

Strength: 









22s 

. .pounds 

115-124 

-98- 

111-113 

108-110 

124-140 

128-133 

95-120 

50s 

. .pounds 

4145 

29-31 

3940 

-37- 

49-54 

48-51 

3242 

Elongation: 









22s 

. .percent 

6.9-7.7 

6.2-6.7 

6.8-7.2 

7.0-7.3 

6.2-6.9 

6.9-7.0 

6.1-7.4 

50s 

. .percent 

5.3-6.2 

4.54.9 

5,5-S.6 

5.3-5.4 

S.5-6.2 

5.7-S.9 

4.7-6.2 

Appearance: 









22s 

. . . index 

90-130 

100-120 

90-110 

110-120 

60-110 

60-70 

80-110 

50s 

. . . index 

90-100 

80-90 

80-90 

90-100 

60-90 

60-70 

70-80 

Imperfections; 









22s 

. mumber 

7-19 

16-23 

14-16 

11-15 

15-61 

78-110 

12-33 

50s 

. .number 

9-19 

16-21 

15-17 

11-14 

11-50 

65-89 

10-28 

U.S. classer’s grade 

Mid. Lt. Spot 

SLM Spot 

U.S. classer’s staple length 

1-1/32" 

50 

50 

100 

100 

25 

100 

(See title) 

(See title) 

(See title) 

M/16" 


25 

50 

50 

. . 

.. 

.. 

(See 

1-3/32" 


25 

-- 

-- 

.. 

-- 

.. 

tide) 

1-1/8" 



SO 

25 

50 

12 

100 

1-5/32" 


.. 

-- 

.. 

50 

50 

.. 


1-3/16" 


50 

-- 

-- 

-- 

38 

-- 
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Table 25. -Average of fiber and spinning test results on samples of specified North Brazilwnand U.S. cottons, and U.S. 


clnsser’s grade and staple descriptions 




N. Brazil Mata 

Type 4 28/29 mm. 

2 samples from 

Recife 

U.'S. reference quality 

Item 


Southwest SLM 

White 1" 

100 samples 

Fiber test results; 

Fiber length: 




2.5 percent span 

inches 

055 

0.99 

Uniformity, 50/2.5 

percent 

48 

47 

Micronaire 


4.2 

4.1 

Fiber strength: 



Zero gage 


82 

88 

1/8 inch eaee 


21.8 

21.8 

Elongation: 




1/8 inch 

percent 

5.7 

6.7 

Nonlint content 


5.5 

2,9 

Color, taw cotton: 




Grayness 


2 

2 

Yellowness 

number 

4 

4 

Composite 

index 

99 

98 

Spinning test results: 




Picker i card waste 


7.8 

5.6 

Carded yarn: 

Strong! It: 




22s 


331 

343 

50s 

pounds 

101 

102 

Elongation: 



228 


7.1 

7.0 

50s 


6.1 

6.1 

Appearance: 


22s 


120 

122 

50s 


120 

114 

Imperfections: 



22s 


2 

50 

508 


1 

30 

U.S. classer’s: 




Grade 


M. Lt. Spot 

SLM White 

Staple length 


15/16" 

1" 
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Colombia 


Colombia has become an important cotton producing country but production declined from a peak of 
640,000 bales in 1968-69 to 540,000 bales in 1970-71. Around 340,000 bales are consumed domestically 
each year. Exports totaled 250,000 bales in 1969*70 and 175,000 bales in 1970-71. 

Colombia has two distinct cotton growing zones. In the Central, or Interior, Zone where production 
totaled 183,000 bales in 1970-71 and about 161,000 bales in 1971-72, cotton is usually harvested in 
August and September. In the Northern, or Atlantic, Zone where production totaled 357,000 bale.s in 
1970-71 and 409,000 bale.s in 1971-72, cotton is harvested from the end of Deccinber through March. 
Domestic mills consume practically all of the cotton grown in the Central Zone and much of the cotton 
grown in tlie Atlantic Zone. 

About 20 percent of Colombia’s cotton acreage is under irrigation. All of tlie cotton is handpicked and 
saw-ginned. 

In 1969-70, 80 percent of the cotton produced was Deltapinc Smooth Leaf. Cotton growers were said to 
have had problems with 7th or 8th generation seed then being grown, however, and for the 1970-71 season 
large quantities of Deltapine 16 seed were imported. This variety now accounts for 42 percent of 
production, Deltapine Smooth Leaf for 38 percent. Acala 1517 UR-2 for 8 percent, and Stoneville 213 for 
8 percent. Tire remaining 4 percent consists of DP-45 and Coker 201. 

All of the Acala 1517 BR-2 is grown in the Valle del Cauca in the Central Zone where it is the only 
variety grown. All but about 2,000 bales of a production of around 9,000 bales is exported. In other cotton 
growing areas, growers can raise any of the varieties noted. 

The Colombian crop Is reported to be 5 percent, 1-1/32", 30 percent, 1-1/16", 55 percent, 1-3/32", and 
10 percent, 1-5/32" to 1-1/4". As for grades, it was reported in October 1971 that about 40 percent of tlie 
Colombian cotton crop is Strict Low Middling, 30 percent Low Middling, and 10 percent Strict Low 
Middling Light Spotted. 


Tabic 26.-Fibcr length, fiber strcngtli and Mlcronairo of Colombian cotton, 1970-71 ‘ 


Zone and variety 

Areas reporting 

Fiber length 2.5% 
span 

Fiber strength 
Zero gage 

Mlcronalie 

Interior: 


Inches 

Mpsi 

Reading 

DP 16 

10 

1.12-1.15 

71-83 

4.0 • 4.9 

DP 45 

7 

1.08-1.17 

76-83 

4.2 - 4.8 

DP Smoothleaf 

S 

1.10-1.13 

71-84 

3.9 -5.1 

Atlantic: 





DP 16 

11 

1.09- 1.16 

71-81 

4.2 -5.0 

DP 45 

2 

1.12- 1,13 

72-80 

4.0 -4.4 

DP Smoothleaf 

8 

1.08-1.17 

73-82 

4.2 -4.9 

S. ViUe 

4 

1.05-1.11 

72-82 

4.4 -5.2 


Compiled from reports of Institute Tecnologico, McdcDin. 

* Average minimum and maximum values for samples from number of areas indicated. 
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Table 27. -Minimum and maximum fiber and spinning test results on samples of specified Colombian and U.S. cottons, 

and U.S.classer*s grade and staple descriptions 




Acala 1517 

M 1-5/32" 

2 samples 
from 
import 
markets 
in Europe 

AU.S. 

comparison 
Acala 1517 

M White 
Average all 

150 

samples 

M,SLM 1-1/16" 
1-3/32" 

4 samples 
from 
import 
markets 
in Europe 

U.S. reference 
quality 

Item 


Miss. 

SLM White 
1-3/32" 

All 375 
samples 

Fiber test results: 

Fiber length: 






2,5 percent span 

. . . inches 

-1.17- 

1.17 

1,09-1.11 

1.07-1.14 

Uniformity, 5 0/2. 5. . . 

. , percent 

47^8 

45 

4849 

4146 

Micronaire 

. , reading 

-3.7- 

3.8 

4.74.9 

3.94.9 

Fiber strength: 






Zero gage 

. , Mpsi 

-90- 

93 

75-79 

78-87 

1/8 inch gage 

. , gm/tex 

26.5-26.9 

27.1 

22.7-23.3 

22.1-24.8 

Elongation: 






1/8 inch 

. . percent 

-5.6- 

5.3 

6.6-7 .2 

5. 4-7.0 

Nonlint content 

. . percent 

5. 2-5 .4 

3.1 

4.6-6.1 

2.6-3.8 

Color, raw cotton: 






Grayncss 

. . number 

-2- 

1 

1-3 

1-3 

Yellowness 

. . number 

-4- 

3 

-3- 

1-3 

Composite 


-97- 

104 

95-102 

95-102 

SplnniiiK test results; 






Picker & card waste 

. . . percent 

9.9-10.2 

75 

7.0-11.7 

5.5-7 .1 

Curded yarn: 

Strength: 






22s 

. . pounds 

-138- 

136 

105-112 

102-112 

50s 

. . pounds 

50-51 

51 

3841 

32-39 

Elongation: 





22s 

. petcctii 

0.7-7 .0 

6.8 

6.3-7.3 

6.3-7 .7 

50s 

. porcciil 

-5.4- 

5.7 

5.2-5 .7 

4.8-6.0 

Appearance; 





22s 

. . . index 

-120- 

98 

100-130 

90-110 

50s 

. . . index 

80-90 

75 

80-100 

70-90 

Iinpotfcctlons: 





22s 

. . luimbcr 

11 -17 

24 

12-22 

11-24 

50s 

. , number 

-14- 

18 

7-17 

9-24 

U.S. classcr's grade 

SLM White 

. . percent 
of samples 

50 

(See 

75 


LM + White 



title) 

25 

title) 

SLM Light Spotted . , . 

U.S. classcr’s staple length. 

1 1/6" 

. . percent 

I' samples 

50 


25 

1 3/32" 



.. 

50 

(Sue 

1 1/8" 


- - 

.. 

25 

title) 

1 5/32" 


100 

86 

. . 

1 3/8" 


-- 

14 

■■ 
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Peru 

Peru’s cotton production totaled around 400,000 bales in both 1969-70 and 1970-71, which was 
considerably less tlian the 600,000 bales produced each year in the early 1960’s. Consumption currently 
runs about 120,000 bales annually and the remainder is exported. 

Peru produces two principal types of cotton, extra-long staple and Tangiiis. The extra-long staples are 
grown principally in the Piura Valley in northern Peru. The entire crop is irrigated, handpicked and 
roller-ginned. The crop is harvested from June to September. The priiicipiil extra-long staple variety is Pima, 
a Gossypium barbademe variety, original stocks of which came from the United States. Pima has a staple 
length of 1-1/2'' to 1-5/8" and, with Giza 45 from Egypt, is the longest staple cotton in quantity 
production in the world. Pima is also one of the finest fibered cottons produced and has a high fiber 
strength. Production totals around 1 00,000 bales a year, which is largely exported. 

Pima S-1 and S-2 varieties, also G. barbadensc, were introduced into Peru a number of years ago from 
the United States. There is now a small production collectively termed Supiina. These varieties average 
about 1-7/16" in staple length, or about an eighth of an inch shorter than Pima, but have about the same 
fiber fineness and if anything are little higher in fiber strength. 

There also is a small production of Del Cerro, an extra-long staple Upland or G. hinutum variety, from 
the United States. Average staple length is 1-3/8" and the cotton is fine fibered and has a higli strength. 
These other extra-long staple cottons are also irrigated, handpicked, roller-ginned, and harvested from June 
througli September. 

Tanguis, another G. barbadensc variety that originated In Peru, is unusual among the world’s cotton in 
having a fairly long staple length, around 1-3/16", but also an extremely higli fiber thickness— a Micronaire 
averaging around 5.5. Tanguis production totals between 250,000 and 350,000 bales, or two-thirds of 
Peru’s total production. The crop is picked, depending on location, from November into the following July. 
All of the crop is irrigated and all is handpicked. Tanguis cotton is saw-ginned. 

Tanguis cotton is considered to be one of the whitest cottons grown in the world. The fiber coarseness is 
said to make it especially suitable for blending with wool In wool-cotton yearns. 

Peru also produces a very small quantity of Aspero variety cotton, which is said to have a staple length 
of 1 to 1-1/16", a Micronaire of 6.5, and a Pressley strength of 80,000 pounds per square inch. It is grown 
in northern Peru and is harvested in August-November. 

Peru has physical standards for cotton grades, based on color, cleanliness, and appearance of ginned 
cotton, but no statistics are available giviiig the grade and staple length breakdown of the crop. 

For Pima and Supima varieties, the grades are Extra, 1, 1-1/4, 1-1/2, 1-3/4, and 2 with No. 1 the base 
grade. Pima 1, 1-1/4, and 1-1/2 grades are quoted on the Liverpool Exchange for each of 1-5/8, 1-9/16, and 
1-1/2 inch staple lengths. Tanguis cotton has separate standards and Grades 2, 2-1/2, 3-1/2, 4, 5, 6, and 7. 
Grade 2-1/2 and staple length 1-3/16” is the base quality on the Liverpool exchange. 
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Table 28.-Productlon and expoita of cotton, Peru, calendar years 1969 and 1970 


Variety 

Production 

Exports 

1969 

1970 

1969 

1970 

Extra-long staples; 

Pima 

1,000 bales 

90 

1,000 bales 
117 

1,000 bales 

107 

1, 000 bales 

85 

Pima S-1 

16 

23 

19 

19 

Pima S-2 

0 

0 

0 

0 

Del Cerro 

15 

12 

12 

10 

Karnak 

2 

1 

2 

2 

Subtotal 

123 

153 

140 

116 

Tanguis 

274 

252 

265 

188 

Aspero 

6 

2 

2 

4 

Total 


407 

407 

308 


Compiled from reports of Camara Algodonero del Peru. 


Table 29.-Staple length, Micronaire, and Pressley fiber strength of Peruvian cotton by varieties 


Variety 

Staple length 

Micronaire 

Fiber strcngtli 

1969 

1970 

1969 

1970 

Pima: 

Inches 

Reading 

Reading 

1, 000 pounds 

1,000 pounds 

Average 

1-9/16 

3.8 

3.4 

94 

94 

Range 

i-1/2 -1-5/8 

3. 1-4.2 

2. 7-4.2 

90-100 

90-100 

Pima S-1 and S-2: 






Average 

1-7/16 

3.4 

4.0 

98 

97 

Range 

1-3/8 -M/2 

3.3-3.6 

3.6-4. 3 

97-99 

91-102 

Del Cerro; 






Average 

1-3/8 

• . 

3.4 

.. 

97 

Range 

1-5/16-1-7/16 

-• 

2.8-3.8 

-- 

92-102 

Karnak; 






Average 

1-1/2 

• • 

3.9 

.. 

98 

Range 

1-7/16-1-9/16 

-- 

3.5-4.2 

-- 

90-103 

Tanguis: 






Average. 

1-3/16 

5.4 

5.6 

85 

84 

Range 

1-5/32-1-1/4 

4.4-6.6 

4.?-6.4 

78-90 

75-94 


Staple length data from Dec. 18, 1968 publication oflnternational Colton Advisory Committee. Other data from 
Annual Report, 1970, of Camara Algodonero del Peru. 
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Table 30.-Mmimum and maximum fiber and spinning test results on samples of specified Peruvian and U.S. cottons, and 


classer’s grade and staple descriptions 


Item 


Pima 

Grade 1 

2 

samples 

from 

Peru 

Pima 

Grade 1 

3 

samples 
from import 
markets 

A U.S. 

reference quality 
Amer. Pima 

S4 Grade 3 ' 

1-3/8" 

all 150 samples ' 

DelCcLTO 
Grade 1 

1 

sample 
from an 
import market 

Fiber test results; 

Fiber length 




1.43-1.5 3 

1.26 

Upper quartile array . 

. . .inches 

1.42-1.47 

1.35-1.49 

Coefficient of variatioa . . . 

. .percent 

41-46 

3944 

30-36 

46 

Micronaire 

. .reading 

2.9-3.5 

2.9-3.4 

3.3-3.9 

4.1 

Fiber strengtli: 





99 

Zero gage 

. . . Mpsi 

92-98 

89-94 

99-104 

1/8" gage 

. . . g/tex 

27.6-28.2 

29.8-30.0 

34.7-36.9 

28.5 

Elongation: 




5. 9-7.1 

5,7 

1/8" 

. . percent 

-7.6- 

6.8-7.7 

Nonlint content 

. . percent 

2.8.3.5 

2.74.0 

1.84.5 

3,1 

Color: 





1 

Grayness 

. number 

-3- 

-3- 

3-4 

Yellowness 

. number 

-6- 

-6- 

4-5 

4 

Composite 

. . . index 

95-96 

94-96 

89-93 

104 

Soinnine test results: 




6.7-10,1 

10.6 

Picker and card waste . 

. percent 

8.1-8.7 

8.M1.0 

Comber waste 

. percent 

14.9-17.4 

15.9-20.1 

16.0-19.2 

17.5 

Strength; 





63 

50s 

. pounds 

66-70 

58-64 

68-73 

80s 

. pounds 

35-38 

31-35 

3640 

35 

Elongation: 





5,6 

50s 

. percent 

6.4-6.5 

6.3-6.4 

6.0-6.4 

80s 

. percent 

5i^.8 

5.4-5 .8 

4.9-5. 5 

4.9 

Appearance; 





110 

50s 

. . . index 

100-110 

100-110 

100-120 

80s 

. . . index 

100-110 

90-120 

100-120 

110 

Imperfections: 





3 

50s 

. number 

4-5 

2-6 

2-5 

80s 

. number 

44 

3-7 

1-5 

2 

U.S. classcr's grade 

Pima Grade 2 

. percent 
of samples 

50 

67 

(Sec 


Pima Grade 3 


50 

33 

title) 

-- 

Strict Middling Wliite + 

U.S. classcr’s staple length. 

1-1/4 inches 

1-7/16 inches 

. . . percent 
of samples 


20 

(Sec 

100 

100 

1-1/2 inches 


100 

80 

title) 
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Table 31 .-Minimitm and maximum fiber and spinning test results on samples of specified Peruvian and IKS. cottons, and 

U.S. cla.s.ser’s grade and staple description.s 




Grade 2 1/2 

Grade 3 

Grade V/i 

U.S. reference qualities 









comparison 

Item 


2 .samples 

3 samples 

3 samples 

2 Mmplcs 
from an 

2 samples 

comparison 

California 

Miss. Delta 
cotton with 



from 

Peru 

import 

markets 

from 

Peru 

import 

market 

from 

Peru 

Acala SJ-1 
M 1 1/8" 

Micronaire 
of 5 .0 and 







All 275 
samples 

higher 

All 250 









samples 

Fiber test results: 

Fiber length: 









2,5 percent span . . . 


1.22-1.24 

1.24-1.27 

1.21-1.25 

1.24-1.26 

1.21-1.28 

1,09-1.14 

1.04-1.11 

Uniformity, 50/2.5 . . 

percent 

4647 

48- 

4649 

49- 

47- 

4546 

4348 

Micioiiaire 

Fiber strength: 

. . . rending 

5. 5-5.6 

5. 1-5.2 

5. 6-5 .8 

5.3-55 

5.3-55 

4.04.4 

5.0-5 .4 

Zero gage 


86-87 

84-85 

86-89 

83-88 

87-89 

91-104 

80-86 

1/8 incli gage 

Elongation: 

.... gm/tex 

25.8-25.9 

26.9-27.6 

26.7-26.9 

26.4-28.3 

26.6-27.4 

24.7-27.5 

20.7-24.2’ 

1/8 inch 

. . . percent 

8,1-8 .2 

7. 6-7 .7 

?.2-7.8 

7.1-7 .9 

7.5-8.1 

5.0-6.6 

5. 0-7.0 

Nonlint cotton 

. . . percent 

-1.2- 

1.6-2.3 

1.8-1 .9 

-1.7- 

1.4-2.2 • 

1.9-3.0 

2.04.8 

Color; raw cotton; 









Graynoss 

. . . number 

-I- 

-0. 

-I- 

-0- 

0-2 

-1- 

1-3 

Yellowness 

. . . number 

-4- 

4- 

46 

-3- 

34 

-3- 

34 

Composite 


-105- 

-107- 

104-105 

-106- 

101-106 

101-103 

96-101 

Spinning test results; 
PickerA cardwaste 

. . . percent 

-6.1- 

5.9-7 .5 

6.0.7.0 

-6.0- 

6.9-7 .4 

4.a-5J 

5. 0-7. 3 

Carded yarn: 









Strength; 









22s 

. . . .pounds 

•113. 

122-124 

113-116 

-117- 

-117- 

119-129 

92-107 

50s 

Elongation; 

. . . . [)oimds 

.35. 

3940 

34-36 

•37- 

-37- 

4248 

28-38 

22s 

. . . percent 

-7.5- 

7.3-7.4 

7.0-7.4 

-7.3- 

-7.4- 

5.0-5.7 

S.5-6.9 

50s 

Appearance: 

. . . percent 

•5.7- 

5.4-5.9 

5.3-5.6 

-5.7- 

-5.7- 

3.6-4.6 

3.7-5.6 

22s 

index 

-130. 

-130- 

-130- 

-130- 

-130- 

110-130 

100-120 

50s 

Imperfections; 


-110- 

100-120 

110-120 

-110- 

-no- 

80-100 

80-100 

22s 

. . . number 

-1* 

1-3 

1-2 

-1- 

-2- 

15-29 

7-16 

50s 

. . . number 

-2- 

2-3 

-3- 

-2- 

•3- 

10-25 

6-15 

U,S. classcr’s grade 

. . . percent 
of samples 








Strict Mid. White .... 


100 

67 

100 

100 

100 

(See 

title) 


Mid. White 
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10 

70 

10 

Strict Low Mid, White 







LowMid.Wliite 








St. Low Mid. Lt. Spot 

U.S. cLnsser’s staple length 








■ . . percent 








1-5/32" 

of samples 



33 

67 


' 



1-3/16" 

100 

67 



title) 

- - 

1-1/4" 



• n 


33 


1-3/32" 


" • 





1-1/16" 



• ^ 












70 i 
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EUROPE 

Greece 

Colton production in Greece is estimated in 1971-72 at 542,000 bales compared to 498,000 bales in 
1970-71 and a previous peak of 510,000 bales in 1969-70. Domestic consumption has been rising steadily 
in recent years and is expected to total 275,000 bales in 1971-72. Exports in 197D72 may total 345,000 
bales compared to 328,000 bales in 1970-71 and a previous peak of 309,000 bales in 1967-68. 

Some 93 percent of Greece’s cotton acreage is now irrigated. An effort lias been made to introduce 
machine picking in Greece but in 1971 only about 3,200 acres, or 1.3 percent of the total acreage, was so 
liarvestcd. All of Greece’s cotton is saw-ginned. The ginning season runs officially from August 15 to April 
30 but most of the crop is ginned from October through January. 

All varieties of cotton grown for many years in Greece have been of the American Upland variety. The 
4-S variety, first grown commercially in 1964, has increased rapidly in popularity and now accounts for 87 
percent of the total cotton acreage. Tltis variety was developed from crossing 10b, an earlier variety 
developed in Greece, with a selection from the old American Wilds variety. Other varieties grown in Greece 
in 1971 were Coker lOOW, with 10 percent of the acreage, and Acala 4-42, with 3 percent of the acreage, 
both introduced originally from the United Slates. 

The Hellenic Cotton Board, a government agency, classifies Greek cotton production bale by bale in 
order to standardize and improve cotton production. Cotton classification is made according to the 


Tabic 32.-StapIc length and grade of (l>e Greek cotlon crop, 1968-70 


Item 

1968 

1969 

1970 

1968 

1969 ' 

1970 

Staple length; 

1,000 

bales 

1,000 

bales 

1,000 

bales 

Percent 

Percent 

Percent 

25 mm. (1 inch) and shorter 

1 

0) 


0.2 

• 

• 

26 mm. (1-1/32 Indies) 

6 

1 

0) 

2.1 

0.3 

0.1 

27 mm. (M/16 inches) 

55 

18 

11 

19.5 

4.0 

2.6 

28 mm. (1-3/32 Inches) 

217 

381 

410 

76.7 

88.0 

95.4 

29 mm. (1-1/8 indies) 

4 

33 

8 

1.5 

7.7 

1.9 

30 mm. (1-5/32 Indies) 

(') 

(0 

O') 

. . 

. . 

- - 

Total 

283 

433 

429 

100.0 

100,0 

100.0 

Grade: 

White: 







3 - Good Middling 

1 

3 

2 

.3 

.8 

.4 

3-1/2 -G.M./S.M 

9 

29 

24 

3.2 

6.8 

5,7 

4 - Strict Middling 

123 

236 

209 

43.4 

54.5 

48.7 

4-1/2 -S.M./M 

80 

130 

124 

28.0 

30.0 

28.9 

5 - Middling 

43 

28 

46 

15.1 

6.5 

10.7 

5-1/2 M./S.L.M 

13 

3 

13 

4.6 

0.6 

3.1 

6 - Strict Low Middling 

3 

1 

4 

1.2 

0.1 

.9 

6-1/2 -S-L-M./L-M 

1 


1 

.4 

.1 

.1 

7 and lower - L.M. and lower 

1 

0) 

0) 

.4 

.1 


Total 

274 

430 

423 

96.6 

99.5 

98.5 

Light Spotted: 




0.7 

0.3 

1.0 

4 - Strict Middling 

2 

1 

4 

5 - Middling 

4 

1 

1 

1,5 

.1 

.3 

6, 7 - S.L.M. and L.M 

1 

0) 

0) 

.4 


,1 

Total 

7 

2 

5 

2.6 

0.4 

1.4 

Spotted, tinged and gray 



1 

0.8 

.1 

.1 

total: 

2 

1 

Grand total, grades 

283 

433 

429 

100.0 

100.0 

100.0 


Compiled from monthly bulletins of the Hellenic Cotton Board. 
1 Less than 500 bales. 
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Table 33. Fllxir and spinning tesi results on samples of specilicd Greek and U.S. cottons, and U.S. classer’s 

grade and staple descriptions 





Dcsciiptioii, number of samples, wliere obtained 


U.S. refer- 
ence quality 










Item 


Macedonia 

4-S 

SM 1 3/32" 
5 samples 
from 
Greece 

Macedonia 

4-S 

M I 3/32" 

1 sample 
from 
Greece 

Central 

Greece 

4-S 

M I 3/32" 
1 sample 
from 
Greece 

Thessaly 

4-S 

M to SM i 
1 3/32" 1 
1 sample 
from 
Greece 

W. Pelopon- 
nesus 
Acala 4-42 
SMI 1/16" 

1 sample 
from 
Greece 

SM 

1 1/8" 

2 samples 
from an 
import 
market 

SM 

1 3/32" 

2 samples 
from an 
import 
market 

California 
Acain SJ-1 
Mid. Wliite 
1-1/8" 

All 275 
samples 

Fiber test results: 
l''ibcr length: 










2,5 percent spun 

. . . inches 

1.07-1.13 

1.15 

1.14 

1.11 

1,11 

1.08-1.12 

-1.15- 

1.09-1.14 

Urtiforinity, 30/2.5 . , . 

, . . . percent 

46-49 

45 

48 

46 

47 

-44- 

-46- 

45-46 

Micronaire 

. . . . reading 

3.9-4.4 

3.4 

4.1 

3.9 

4.0 

3.0-3. 2 

3.9-4. 1 

4.0-4.4 

Fiber strength: 








Zero gage 

. . . . Mjisi 

87-91- 

85 

87 

88 

85 

-88- 

82-85 

91-104 

1/8 inch gage 

, . . . gin/lcx 

23.9-24.6 

23.2 

24.5 

24.6 

24.5 

24,4-24.5 

25.3-26.S 

24.7-27.5 

Elongation ; 








l/8iucli 

. . . percent 

5.5-6.0 

5.9 

6.3 

5.9 

5.8 

6.9-7. 0 

6.5-6. 8 

5. 0-6.6 

Nonlint content 

. . . percent 

2.4-2.9 

5.0 

3.5 

2.9 

3.2 

-3.5- 

-2.8- 

1. 9-3.0 

Color, raw cotton: 










Giayncss 

. . . inimbor 

0-1 

1 

0 

1 

1 

-1- 

-1- 

-1- 

Yellowness 

. . . number 

-4- 

3 

4 

4 

4 

-4- 

-4- 

-3- 

Coniposita 

. . . index 

103-105 

102 

105 

105 

103 

-104- 

-104- 

101-103 

Sbinnlne test icsiilts: 










rlcku &carcl waste 

. . . percent 

4.4-7.0 

8.4 

7.2 

6.5 

5.2 

6.1-f).4 

-5,8- 

4.8-5.7 

Carded yarn: 

SlrcnEth; 












. . . pounds 

124-130 

125 

131 

129 

121 

127-129 

-134- 

119-129 

50s 

. . . pounds 

45-49 

46 

48 

48 

45 

44-46 

-47- 

42-48 

Elongation: 








22s 

. . . percent 

‘ 6.8-6.9 

7.1 

7.5 

6.9 

7.0 

■7.6- 

-7.3- 

5.0-5. 7 

50s 

. . . percent 

5.2-5.5 

5.7 

6.0 

5.5 

5.5 

5.8-6.0 

■5.7- 

3.6^,8 

Appcnrnriuo: 







228 

, . . index 

120-130 

120 

130 

130 

120 

UO-130 

■130- 

110-130 

50s 

. . . index 

90-100 

90 

100 

100 

90 

90-100 

-100- 

80-100 

ictipcrlcctions: 







22s 

. . . number 

8-11 

16 

11 

9 

17 

8-21 

-5- 

15-29 

508. 

. , . number 

8-11 

12 

7 

8 

13 

7-18 

-5- 

10-25 

U.S. clnssor'Si grade 

Middling While 

. . . percent 
of snm]iics 

100 



100 

100 


100 

(See 

title) 

St, Low Mid. White . . , 


.. 

100 

100 





Middling Lt. Spotted . 


.. 

.. 


- - 


100 


U.S, clns.scr’s staple length 









1-3/32" 

20 




100 

50 


(See 

l-l/H 

1-5/32" 


80 

100 

100 

100 


50 

100 

title) 


Standards for Greek cotton, wliich correspond to but arc not precisely identical with the Universal 
Standards for Aiucricaii Upland Cotton. Staple lengths, which arc given in millimeters, also have established 
equivalents in inclics. 

According to Greek statistics, 95 percent of Greece’s cotton was 28 mm, or 1-3/32”, in 1970. As for 
grade, around half of the crop in both 1969 and 1970 was considered by Greek classers to be Strict 
Middling White and most of the remainder Strict Middling/Middling White. 

Average Micronaire of the 1970-71 crop was 3.88, as based on 4.755 determinations by the Hellenic 
Cotton Board, 

Tests on 13 samples of Greek cotton collected both in Greece and import markets indicated fiber lengths 
equivalent from 1-1/16" to 1-5/32” in staple lengtlis with an average of 1-1/8”. Micronaires were somewhat 
lower than In many countries but fiber strengths were higli and so were yarn strengths. 
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Spain 

Spain’s production in i97i-72 totaled only 190,000 bales compared to over 300,000 bales annually 
before 1969-70. Spain is a substantial importer of cotton and only about 2,000 bales have been exported 
annually in recent years. Some 94 percent of the Spanisli cotton crop is grown under irrigation. All of (he 
cotton is now Upland with 61 percent of the Carolina Queen variety; 26 percent, Sloiieville 213; 8 percent, 
Rex'; and the rest small quantities of other varieties including Acala 442, Yalavera I08-F, 138-F, and Coker 
310. Production of Egyptian types ended in 1968-69. The Spanish crop is entirely handpicked and 
undoubtedly now is entirely saw-ginned. 

According to tlie Centro Algodonero Nacional in Barcelona, the modal grade and staple lengtli of llic 
Spanisli crop is Strict Middling White 1-3/32". Typical technical values are: 




Carolina 

Queen 

Stoneville 

213 

Fiber length: 

2.5 span 

. .Inches 

1.03-1.12 

1.02-1.11 

50/25 unif 

. percent 

43-47 

44-46 

Micronaire, reading. 


3.3-4.5 

3.6-4.4 

Fiber strength; 

1/8" gage. . . .grams tex 
Nonlint content (Shirley 

22.2-23.2 

21.1-22.6 

Analyzer) 

.percent 

2.3-4.2 

2. 5-4.2 


Montlily Bulletin, Centro Algodonero Nacional, Barcelona, p. 6. 


Table 34.-Gradc and staple of cotton grown In Spain 1969-70 and 1970-71 in percent of total 


Grade 

1969-70 

1970-71 

Staple Icsigth 

1969-70 

1970-71 

Wilte: 

Percent 

Percent 

Inches 

Percent 

Percent 

Good Middling 

6 

14 

1-3/16 

1 

1 

Strict Middling 

34 

40 

1-5/32 

2 

9 

Middling 

32 

27 

1-1/8 

26 

24 




1-3/32 

44 

30 

Strict Low Middling 

6 

7 

1-1/16 

18 

26 

Low Middling 

I 


1-1/32 

6 

8 

Strict Good Ordinary 

1 

.. 

1 

1 

2 

Good Ordinary 

1 


31/32 

2 


Light Spotted: 






Good Middling and 






Strict Middling 

5 

2 




Middling 

11 

3 




Other 


4 




Other: 

2 

3 




Total . 

too 

100 


100 

100 


Compiled from monthly bulletins of the Centro Algodonero Nacional. 
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USSR" 


Production of cotton in the USSR has increased very substantially in recent years, and both in 1970-71 
with a total 10.8 million bales and 1971-72 with an estimated 11.1 million bales was the largest of any 
country. Domestic consumption also has been rising rapidly and in calendar year 1970 totaled 8.0 million 
bales while exports totaled 2.4 million bales. Of Uiis total, 88 percent \va.s to socialist countries and about 
half of the remaining 12 percent was to Japan. 

The USSR cotton crop is planted in April and May and harvested in September to November. All of the 
crop is irrigated. Machine picking is increasing and, in 1965, 21 percent of the crop was thus harvested. 
Evidently some is harvested by stripping because in about 1966 the USSR had 33,000 two-row vertical 
spindle pickers and 6,000 strippers.^ 

As to ginning, in about 1966 there were 126 state cotton ginning factories, of which five were equipped 
with roller gins to process long-staple cotton, and the remainder with saw gins to process medium staples. 
The aggregate annual capacity of the gins in 1966 was 5.6 million metric tons of seed cotton per year and it 
was reported that it took 9 to 10 months per year to gin an average crop. 

Cotton is ginned in all four quarters of the year, with a heavy output in the October-December, 
January-March, and April-Juiie quarters and a usually lighter output in July-September (tables 35, 36). 
Since 1955 all of the USSR’s cotton has been grown in Central Asia, the Transcaucasian area, and southern 
Kazakhstan most of it in one Republic, Uzbekistan. 

Both Upland {Gossypium liimttum) and Egyptian (G. barbadense) varieties are grown in the USSR. The 
latter, grown in the southern regions of the Uzbek, Tadjik, Turkmenian and Azerbaijan Republics 
comprised only 7.1 percent of the cotton grown in 1968 while nearly 93 percent was considered to be 
Upland varieties. Upland variety 108-F was planted to 62 percent of the eirtire USSR acreage in 1965 and 

variety C'4727 to an additional 10.6 percent. ^ 

In 1969, 76 percent and, in 1970, 80 percent of production was reported to be I” to 1-3/32 in staple 
length. All of the rest was 1-1/8” and longer but only 1 percent was listed in 1969 as extra long staple 

(table 37). ^ , 

Seed cotton produced in Uzbekistan is purchased from the collective and state farms by the state s 
Ministry of the Ginning Industry. In other Republics, purchasing is by the Administrations for Cotton 
Procurement and Ginning of their Ministries of LiglU Industry. There are 600 seed cotton buying centers in 


Seed cotton Is purchased according to four Industrial grades whicii take account of fiber quality, 
moisture content, and trash content. The seed cotton is reported to be separated at each procurement 
center into homogenous lots as to variety, grade, and whether mechanically or handpicked. 


Table 35.-Quantity of cotton lint ginned in the USSR by quarters, 1968-7 1 


Quarter 

1968 

1 1969 

1970 

1971* 

Jan. - Marcli 

1,000 baleP' 
(5,0831 

1,000 baleP 
2,200 

1,000 baleP 

2,617 

1,000 bales' 

3,022 

Apr. - June 

-- 

2,425 

2,333 

2,838 

July - Sept 

1,318 

1,244 

1,506 

1,575 

Oct. - Dec 

2,971 

2,943 

3,315 

3,398 


Complied from USSR reports to the International Colton Advisory Committee. 

^ Total for July 1970 - June 1971, 10,681,000 bales. 

" 480 lb. net. 


^Mucli of the information on quality of USSR cottons is several years old, but is the latest that has come to our 
attention. 

^“Cotton Growing and Ginning In the USSR,” pp. 5, 6, v/o “Exportljon,” Moscow. 
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Table 36.-Cot(on varieties grown in the USSR., 1965 


Variety 

Percent of 
acreage 

Staple length 

Upland : 

Percent 

Mm. 

Inches 

108F 

62.5 

31.8 

1 1/16 

C4727 

10.6 

31.9 

1 1/16 

138 F 

7.2 

35.5 

1 3/16 

153 F 

3.7 

32.0 

1 1/16-1 3/32 

149 F 

3.4 

34.6 

1 5/32 

2421 

2.2 

31.3 

1 1/16 

Others 

1.1 

-- 

-- 

Total 

9Z1 



Barbadense : 

— 



5904 E 

2.6 

35.8 

1 3/16 

9078 E 

1.7 

38.8 

1 7/16 

5595 V 

1.9 

37.4 

1 1/4 

Others 

1.1 



Total 

7.3 



Grand total 

100.0 

• - 


Compiled from “Cotton Growing and Ginning ir 

1 the USSR.,’’ published by V/0 "Exportljon,” Moscow. 


Table 37.— Prociuclion of cotton in the USSR, 1968‘70 


Item 

Calendar years 

1968 

1969 

1970 

Seed cotton: 

1,000 metric tons 

1,000 metric tons 

1,000 inetrictons 

Uzbek SSR 

4,011 

3,861 

4,668 

Turkman SSR 

712 

692 

868 

Tajik SSR 

642 

626 

727 

Azerbaijan SSR 

333 

299 

335 

KirgliizSSR 

177 

140 

187 

Kazakli SSR 

70 

90 

105 

Total 

5,945 

5,708 

6.890 

Lint cotton; 




Total 

2,034 

1,921 

2,128 


1,000 bales' 

1,000 bales' 

1,000 bales' 

Total 

9,372 

8,812 

8,771 

Staple lengtlis; 




Upland varieties: 

Percent 

Percent 

Percent 

l" to 13/32^' 

77.8 

75.5 

80.3 

1 1/8 ^ and longer 

15.1 

1 


Barbadense varieties: 


} 23.5 

{ 19.7 

1 1/8 to 15/16 

2.0 



1 3/8 and longer 

5.1 

1.0 

-- 

Total 

100.0 

100.0 

100.0 


As reported in annual reports of USSR., to International Cotton Advisory Committee. 1969, 1970, and 1971. Lint 
cotton figures are apparently glnnlngs which do not necessarily correspond with total production figures for a crop year. 

* 4801b.net. 
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LitU cotton is classed and graded according to USSR Slate Standard 3279-51 into two grorips, Upland 
and 6'. barhadense, each into seven grades, all according to four technical tests of quality: for fiber strength, 
maturity, trash, and moisture (table 38). The tests are made by taking samples of 100 grams (0.22 lb.) from 
about an inch under the siirface of the cotton in each tenth bale. A number of samples are then mbced so as 
to obtain an average sample of 100 grams which is then tested. As tlic instruments and methods are much 
different from those in the United States, comparisons with Lf.S. technical data on cotton have not been 
made hi this study. 

The first element in determining the grade-fiber slrength-is calculated ns tlie breaking load per single 
fiber in tests in whicli there is a 3 mm. space between jaws of the dynanomelcr. 

Second element in determining grade-is determined by microscopic examination of 250 fibers in which 
the fibers arc classed into 1 1 groups according lo maturity, ranging from 5.0 for absolutely mature down to 
0.0 for absolutely immature. The ratio of the width of the fiber to the thickness of the canal is slated as 

characterizing the maturity of the fiber. 

Tlic third element of grade-defects and trash conteiit-includes the percentage of cotton with 
“convolutions, strings, conjoint defects, motes, broken seeds and dead fiber,” In case of dispute, defects 
and impurities are actually picked out by hand with tweezers. 

Tire fourth element is moisture content. 

It is reported tliat if a lot of Pcrvyi-1 grade cotton is found lo have 2,4-perccnt defects and trash instead 
of the allowable 2.1 percent, the invoice weight will be reduced by 0.3 percent. In other words, adjustments 
for defects and trash arc made very much as is done elsewhere for moisture content. 

Color is not taken into account in determining quality. Provided a shipment meets tire fixed 
specifications for tensile strcngtli, maturity, defects, Irasli, and moisliirc content it can be delivered spotted, 
tinged, creamy, or even blue. However, taking into account the Western concept of classification, tlic 
Russians strive not lo deliver any other cotton than white against contracts of Otbornyi (Extra) and 
Pcrvyi-I.*’ 


Table 38.-Cliaracterl8llcs of Indtisirlal grades of lint cotton in Die USSR 


Grade 

l-'ibor breaking 
strength* 

MnUirlty 

index’ 

Defects and trash 
content’ 

Moisture 

content 

Otbornyi - Extra 

Pervyi - I 

Vtorny- 11 

Tretyi - III 

Tclicveriyi - IV 

(hams 

4.9 and over 

4.4 - 4.« 

3.9 -4.3 

3.4 - 3.8 

3.0 -3.3 

2.5 - 2.9 

Index 

2.1 and over 
2.0 

1.8 

1.6 

1.4 

1.2 

Percent 

1.9 

2.1 

2.6 

3.5 

5.3 

8.6 

Percent 

8 

8 

9 

10 

11 

12 





XH 6 

XO 6 

XII 6 

) Less than 
) 2.5 

> Less Ilian 
} 1.2 

12.5 

12 


Compiled from "Cotton Growing ami Ginning in llic U.S.S.R.” pwbllslicd by v/o ‘ Exportljon, Moscow. 

‘ Average breaking strength per individual fiber. r. .r-, *< x x i 

^ As determined by microscopic examination of fibers to determine number of individual fiber-S that are mature, hall 
mature, inmaturc, or dead, 5.0 indicates absolute maturity, fibers 0,0 indicates absolute immaturity. 

a Percentage of cotton with "convolutions, strings, conjoint defects, motes, broken seeds, dead fibre, as well as hulls, 
hull fibres, fine trash and neps.” listimatcd by using Shirley Analy/cr but hi ca.se of dispute, defects and impurities arc 
picked out with tweezers, according to a Western Euroiican source. 


'’Based on memorandum from Western European source. 
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Apparently the USSR, like the United Slates, classifies cotton both by grade and by staple Icngtli. A 
typical quotation is for Pcrvyi 31/32 mm. cotton. Pervyi-I grade accounted for at least half of (he USSR’s 
cotton production in 1960-61-1 964-65 because according to Western sources Otbornyi (Extra) is scarce. 

Another 20 percent was Vloroy-ll cotton. As for staple Icngtlis, more than half was 31/32 nnn. and 
another filth to a sixth eacli year was 32/33 mm. (table 39). Regretably, more recent grade and staple data 
have not come to our attention. 

Relationships between U.S. and USSR staple lengths and grades, according to Soviet sources, arc given in 
table 40. Tlie grade comparisons raise a question because U.S. standard samples are prepared fi)r visual 
comparison and tests on such “biscuits” miglU give rise to misleading results. Also, the Russian figures for 
trash content of U.S. cotton do not seem to agree with U.S. sources. Tests performed over the years in the 
United States indicate that Strict Low Middling has a 3.0 percent nonlint content compared to 6 percent 
for what is said to be the USSR ccniivalenl of this grade. As for Good Ordinary, U.S. figures give 6.7 
percent; while the Russian figure is 20 percent. 

As indicated by the foregoing data, Pcrvyi-l 31/32 mm. is the leading USSR cotton quality, and this is 
the quality largely sold in the Western European market. Results of tests on 12 samples of this quality 
indicated staple lengths ranging from 1-1/32” to 1-3/32” with the average 1-1/16'' (tables 41, 42). The 
samples produced picker and card waste ranging from what would be considered typical foi U.S. Strict 
Middling to below Low Middling with tlie average around Strict Low Middling. Yarn strength was average 
and yarn imperfections low to average. 

The samples of the lower grades of USSR cotton had low Micronaircs, 2.5 to 2.8, and 16 to 20 percent 
noncolton content. 


Tabic 39,-Gratlc anti staple length of the USSR cotton crop 


Item 

I960-61/1964-65 

average 

1964-65 

Grades : 

Percent 

Percent 

0,1 

55.8 

47.7 

II 

21.2 

23.] 

Ill 

6.0 

7.5 

IV 

4.0 

5.0 

V 

5.2 

7.0 

VI 

7.8 

9.7 

Total 

100.0 

100.0 

Staple lengths: 



Under 30/31 mm 

1.3 

.6 

30/31 

11.4 

6.3 

31/32 

56.3 

58.5 

32/33 

17.6 

22.1 

33/34 

1.3 

.7 

34/35 

4.8 

3.9 

Over 34/35 

7.3 

7.9 

Total *. 

100.0 

100.0 


Compiled from “Cotton Growing and Ginning in the USSR.,” published by v/o “Exportijon,” Moscow, p. 16. Sec table 
40 for U.S. grade and .staple length equivalent according to tiiis USSR source. 
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Table 40.-Sovict equivalents of U.S. standards for staple lengtiis and grades 


staple lengtiis' 

Grades’ 

I 

U.S. standard 

Soviet standard 

1 

U.S. standard 
Wliite cotton 

Corresponding 
grade of Soviet 
cotton 

Grade Trash 

content 

Jnehes 

Mm. 



Percent 

15/16 

27/28 

Good Middling 

I 

1.5 

31/32 

28/29 

Strict Middling 

11 

2.6 

1 

29/30 

Middling 

11 

3.2 

1 1/32 

30/31 

Strict Low Mid. 

III 

6.0 

1 1/16 

31/32 

Low Middling 

IV 

10.0 

1 3/32 

32/33 

Strict Good Ordinary 

IV 

15.0 

1 1/8 

33/34 

Good Ordinary 

V 

20.0 

1 5/32 

34/35 




1 3/16 

35/36 




1 7/32 

36/37 




1 1/4 





I 7/16 

39/40 




1 1/2 

40/41 





‘ Based on instrument fiber tests. 

’ Established by “comparing standard samples of white lint cotton of U.S. standards issued in 1956 with standard 
samples of Soviet lint cotton of USSR standard 32.79-46 nnd grade characteristics ns specified by USSR Stundard 3279-51'', 
From pp. 31, 32, “Cotton Growing anti Glnniiiig in the U.S,S.R.,”v/o “Exportijon,” Moscow. 
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Table 41.-Fiber and spinning test results on samples of specified USSR and U.S. cottons and U.S. classer’s grade and 

staple descriptions 




Grade, number of samples, 
where obtained 

2 U.S. reference qualities 

Item 


Pervyi - 1 

Mississippi 

Arizona 


31/32 mm. 

SLM White 

DPL 



12 samples from 

1-3/32" 

SLM White 



import markets 

All 350 

1-1/16" 





samples 

j 

All 175 



Average 

results 

Range 

results 

samples 



Range results 

Fiber test results; 

Fiber length: 






2.5 percent span 

.... inches 

1.05 

1.03-L08 

1.07-1,14 

1.02-1.14 

Uniformity, 50/2.5 

. . . percent 

48 

47-50 

4146 

4345 

Micronaire 

Fiber strength: 

. . . reading 

4.8 

4.2-5.0 

3.94,9 

3.9-5 .0 

Zero gage 

Mpsi 

79 

77-82 

78-87 

83-91 

1/8 inch gage 

Elongation: 

.... gin/tex 

23.0 

22.6-23,5 

22.1-24.8 

22.7-25.3 

1/8 inch 

. . . percent 

7.2 

6.9-7.7 

5.4-7.0 

6.0-7 .5 

Nonlint content 

. . , percent 

4.5 

2.9 -6.2 

2.6-3.8 

2.7-3 .6 

Color, raw cotton: 






Grayncss 

. . . number 

0 

0-1 

1-3 

1-3 

Yellowness 

. . . number 

4 

3-5 

1*3 

2*3 

Composite 

. . . index 

105 

103*107 

95*102 

94*101 

Sniiming test losults; 






Picker & card waste 

. . . percent 

6.0 

4.1*7.4 

5.5-7.1 

5.7-6 .8 

Carded yarn: 






Slrcngtli; 






22s 

. , . pounds 

no 

101*116 

102*112 

97*116 

50s 


39 

37-42 

3241 

3241 

Elongation: 


22s 

. , . percent 

7.2 

6.9-7.? 

6.3-7.? 

5. 0-6.0 

50s 

Appearance;. 

, , , percent 

6.1 

5.4-6i 

4.8-6, 0 

3.74.5 

22s 

.... index 

111 

90*130 

90-110 

100*120 

50s 

Imperfections: 

.... index 

92 

70-100 

70*90 

70-100 

22s 

. . . number 

18 

7-31 

11-24 

18-37 

50s 

. . . number 

13 

5-23 

9-24 

16-28 

U.S.cLisscr’s grade 

. . . percent 
of samples 





Middling White 


-- 

92 

{See 

(Sec 

Middling Lt. Spot 


-- 

8 

title) 

title} 

U.S, classer’s staple length 











1*1/16'' 




75 

(See 

title) 

(See 

title) 

1*3/32" 


25 




47 









Table 42.-Avorage of fiber and spinning test results on samples of specified USSR and U.S. cottons, and U.S. classer’s 

grade and staple descriptions 









A U.S. 



Grade, number of samples, where obtained 

reference 








quality 

Item 


Victory 

Tchetvertyi 

Pyatyi 

Shestoy 

Shestoy 

Texas I" 


11 

IV 

V 

XB6 

XC6 

all grades 
Under 4.0 




1 sample 

2 samples 

2 samples 

2 samples 

2 samples 

micronaire 



from an 

from an 

from an 

from an 

from an 




import 

import 

import 

import 

import 

All 150 



market 

market 

market 

mtu’ket 

market 

samples 

Fiber test results: 

Fiber length; 








2.5 percent span . . . 


1.03 

-1.08- 

1.00-1.0! 

,99-1.00 

.99-1.00 

.99-1.03 

Unitormity, 50/2.5 . 


44 

45-46 

-40- 

-40- 

39-40 

4548 

Micronaire .... 


4.1 

3.1-3.3 

2.7-2.8 

-2.6- 

2.5-2.6 

3.2-3.8 

Fiber strength: 








Zero gage 


78 

72-73 

71-75 

73-75 

74-77 

83-88 

1/8 inch gage 

Elongation; 


22.8 

21.0-21.5 

19.7-20.1 

19.6-20.8 

21.1-23.2 

21,6-23.0 

1/8 inch 

Nonlint content 

percent 

6.6 

7.0 

8.3-8.5 

6.2-8.1 

7.0-7.3 

-16.0- 

7.2-7.5 

17,0-19,7 

6.9-7 .5 
-16.2- 

5.9-7.2 

2.94.5 

Color, raw cotton: 








Grayness 

.... number 

0 

2-3 

4- 

5-6 



Yellowness 

.... number 

4 

-5- 

-4- 



Composite 

index 

104 

96-99 

-89- 

79-81 

• 80- 

3-4 

95-99 

Spinning tost results: 

hcker&card waste 

Carded yarn; 

percent 

8.7 

5.5-6.! 

-10.5- 

12.1-13.5 

-14.0- 

5.7-7.5 

Strength: 








8s 

22s 

— pounds 



-305- 

.92- 

289-300 

-298- 

332-340 

50s 1 



87-89 

-88- 

100-113 

Elongation: 




** 

^ • 

- - 

- • 

8s 




-7.4- 

-6.9- 

7.4-7 .7 






-6.9- 

. . 




-6.6- 

-6.1- 

6.5 -6.8 

Appearance: 



6.5 -6.7 

• • 

• * 


6. 1-6.3 

8s 




-60- 

-60- 

-60- 



22s 




-60- 

120-130 

50s 




-60- 

-60- 

80-120 

Imperfections: 




• • 

• - 


-- 

8s ......... 




-24- 

22-33 



22s 




-29- 

47-61 

50s 




-19- 

17-22 

-20- 

25-65 

U.S. Classer’s grade 

Middlinp . 

... percent 
of samples 






- . 

SLM 



• " 

-- 

-- 

40 

LM 


■■ 

• • 

-- 


20 

M.Lt. So 

SLM Lt. Sp. . . . 

-- 


100 

.. • 

■ - 


LM Lt. So 



• - 

-- 

-- 


LM So 




.. 

-- 


BG 


** 
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U.S. Classer's staple length , 

. . percent 



-- 

50 

100 

40 

1" 

of samples 



100 




1-1/32" 


" • 

100 

.. 


1-1/16" 


100 

-- 

-- 

-- 

(See 

title) 
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ASIA 

India 


Production of cotton in India totaled over 5.8 million bales in 1971-72 compared to 4.6 million bales in 
1970-71 and 4.7 million bales the season before that. Consumption of cotton in India, which currently runs 
about 5.3 million bales a year, is usually in excess of production, but this was not true in 1971-72, India 
does find it necessary, however, to import substantial quantities of long and extra-long staple cotton and, 
on the other hand, usually exports some of its sliorlcr staple cotton, notably of the Bengal Desi variety, 
whicli is not needed in India. Exports totaled 148,000 bales In 1970-71 and arc expected to total 269,000 
bales in 1971-72. 

About 13 percent of India’s cotton acreage, the largest in the world, is irrigated. The rest is rain-grown 
and yields arc relatively low. All of the cotton is handpicked and 98 percent is roller-ginned. 

India’s cotton is predominantly under 1” in staple Iciigtli although production of over 1” cotton is 
gradually increasing. Bengal Desi. the principal export variety, has a Micronairc of as high as 7.8 or 7.9 but a 
staple length of below 3/4 . Such cotton is sliorter in staple length and has a higlier Micronairc than any 
cotton grown in the United States. Other leading varieties from the viewpoint of production are L-147, 
Jarila, and Digvijay, all of which are usuaUy in the 13/16" to 31/32" group. Some of the shorter staple 
cotton grown in Texas and Oklahoma is comparable in staple length. 

Tests on samples of Indian cotton collected for this survey indicated liigh picker and card waste 
percentages and large numbers of yarn defects. Some of the samples, however, had quite long fiber lengths. 


Table 43-Commercial production of cotton In India, by varieties and regions, 1969-70 


ViU'lety 

Staple 

length 

States 

Punjab 

Marynna 

Rajasthan 

1 

Maliarasiilru 

Madya 

Pradesh 

Gujarat 

Andlira 

Pradcsli, 

Mysore 

Tamil 

Naihi 

Other 

Total 


Inches 

1,000 hales 

' 1,000 bales' 

1,000 bales' 

1,000 bales ' 

1,000 bales' 

1,000 bales' 

Andrews, ISC-67 

1-1/32-1-6/32 


.. 

86 

2 


88 

Hybrid-4 (170.CO2) .... 

15/16-1-1/32 

• • 

51 

28? 

9 


347 

Cambodia & Uganda .... 

29/32-1-1/32 

• .• 

.. 


163 


163 

320F 

13/16-7/8 

510 

. . 

.. 



510 

Other American seed . . . , 

25/32-13/16 

77 

-- 

.. 


14 

91 

L-147/CT1/A51-9 (Buri) 

27/32-31/32 


918 


14 



Giioram6&12 

13/16-7/8 


69 


6 



AK/197-31 (JariLa) 

13/16-7/8 

7 

577 

• . 

3 


587 

Digvijay 

13/16-29/32 

6 

2 

551 



SSO 

Kalyan, V-797 

25/32-27/32 



257 




CJ-73, Sanjay. 

25/32-27/32 

.. 

2 

64 



66 

Wagad, Kalagin, Mathio. . 

23/32-25/32 

-- 

. . 

65 



6^ 

Laxmi 

13/16-15/16 


56 


229 


285 

Jayadhar, Farm 

26/32-29/32 

.. 

. . 

.. 

136 


n6 

Kaningannics, Laxmi . . . 

13/16-30/32 



- .. 

74 



Bengal De.si 

.. 

404 

- , 

^ . 


4 


AU other 

" 

48 

-- 

-- 

37 

7 

92 

Total 

" 

1,052 

1,675 

1,310 

673 

25 

4,735 


‘4801b.net. 
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Tabic 44.-Minimimi and maxinuim fiber and spinning lest results on samples of specified Indian and U.S. cottons, and 

U.S< classcr’s grade and staple descriptions 


Grade, number of samples, where obtained 


Fiber test results : 

Fiber length: 

2.5 percent span inches 

Uniformity, 50/2.5 percent 

Mteronaire reading 

Fiber strength; 

Zero gage Mpsi 

1/8 incli gage gni/tex 

Elongation: 

1/8 incli percent 

Nonlint content percent 

Color, raw cotton: 

Grayncss number 

Yellowness mimbor 

Composite index 

Sninning test results: 

Picker waste. percent 

Carded yarn: 

Strength: 

8s pounds 

22s pounds 

50s pounds 

Elongation: 

8s percent 


Appearance; 


as 


228 


50s 


Imperfections; 


8s 


22s 


50s 


U.S. classcr’s grade ... 

of samples: 


Strict Low Mid 

Strict Low Mid Light Spot 

Low Mid Light Spot 

Below Grade 

U.S. classcr’s staple length .... percent 
of .samples 

1-5/32" 

1-1/16" 

1-1/32" 

31/32" 

.15/16" 

7/8" 

3/4" 


L147 
4 samples 
from 
India 


Cambodia 

Digvijay 

Laxmi 

2 samples 

4 samples 

4 samples 

from 

from 

from 

India 

India 

India 


Bengal 

Desi 

4 samples 
from 
India 


U.S. 

reference 

quality 

Texas 
29/32" 
All 150 
.sani pics 
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Iran 


Production of cotton in Iran is expected to total 665,000 bales in 1971-72 compared to 707,000 bales in 

1970- 71 and a peak of 770,000 bales in 1968-69. Domestic consumption has been gradually rising and in 

1971- 72 accounted for about 325,000 bales. Exports totaled 451,000 bales during 1969-70 and 482,000 
bales in 1970-71, and arc expected to decline to about 340,000 bales in 1971-72. 

About 70 percent of Iran s cotton acreage is under irrigation. Eighty percent of the cotton acreage is on 
the Caspian coast and in (Ids region around 60 percent of the acreage is irrigated. Elsewliere in Iran all of 
the cotton land is irrigated. 


All Iranian cotton is handpicked and saw-ginned. More than one-half of the cotton ginning is clone by 
exporters. Iran’s cotton is liarvested from September through December. 

Upland cottons, all derived from U.S. varieties, account for 98 percent of tlic crop. Around 92 percent is 
Coker 100 Wilt and other strains ol Coker including all of the cotton on the Caspian coast, but this cotton 
is reported to have an average staple length of 1-1/16" on the Caspian coast and M/32" elsewhere. Acala 
1517C comprises another 5 percent of the crop but in Iran it is said to staple only 1-1/32". Production of 
Filistani, originally a Weber variety from the United States tliat was introduced in 1925, is declining and 
now constitutes only I percent of the crop. It has an average staple length of only about 1". 

Tlic other 2 percent of the cotton crop is of the Boumi variety, a short, harsh Asiatic cotton witli a 
staple length variously reported at 1/2" to 13/16" ami with Micronaires of 5.0 to 7.0. Almost all is used by 
the village handlooin industry. Experiments arc being conducted with Giza 31, a long staple Egyptian 
variety, and plans are to grow it on a new irrigation project near the USSR border. 

New cotton grading standards, said to be comparable to U.S. Official Universal Standards, were to be put 
into operation in 1970-71. 

It has been reported that about 70 percent of Iran’s cotton is Strict Middling 1-1/16" but information is 
very fragmentary. Some of tlie European markets consider that much of the cotton is now 1-3/32". 

Tests on five samples of Iranian cotton obtained in importing markets indicated fiber lengths ranging 
from the equivalent of 1-1/32" staple length to 1-1/8" with the average 1-1/16". Most of the samples 
produced about the same amount of picker and card waste and yarn of the same strength ns Texas Middling 
Light Spotted 1-1/32" cotton, but averaged lower than the latter in yarn imperfections. Of course there 
were not enough samples to know whether the results were representative or not. 
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Table 45 .-Minimum and maximum fiber and spinning lest results on samples of specified Iranmn and U.S. cottons, and 

U.S. classer’s grade and staple descriptions 




Description, number 
of samples, 
where obtained 

U.S. reference 
quality 

Item 


Mid. to 

St. Mid. 

1-3/32” 

1 sample 
from an 
import market 

SLM 

1-1/16" 

4 samples 
from an 
import 

market i 

Texas 

Mid. Lt. Spot 
1-1/32'' 

All 75 
samplc.s 

Fiber test results; 

Fiber length; 




1.05-1.07 

2.5 percent span 

inches 

1.14 

1.03-1.08 

Uniformity, 50/2.5 


47 

4546 

44-47 

Micronaire 

reading 

3.9 

4.0-4.2 

3.6-4 .4 

Fiber stiengtl): 



78-81 

84-95 

Zero gage 


77 

1/8 inch giige 


23.7 

21.1-24.2 

22.3-24.0 

Elongation: 



6.8-7i 

5. 1-6.7 

1/8 inch 


6.6 

Non lint content 


6.3 

4.44.9 

3.34.2 

Color, raw cotton: 



2-3 

24 

Graynoss 


1 

Yellowness 


5 

3*5 

-4- 

Composite 


103 

93.97 

89-97 

Spinning tost results; 



7.6-8.4 

6.3-7.9 

rickor & cord waste 


12.1 

Carded yarn: 

Strength: 




99-113 

22s 


123 

98-113 

50s 


44 

3340 

3341 

Elongation; 



6.7-7.2 

5. 3-6.2 

22s 


7.3 

50s 

[wreent 

6.0 

5.4-5 .9 

3.94.8 

Appearance: 

22s 


120 

100-110 

80-120 

50s 


100 

80-90 

70-100 

Imperfections; 



19-33 

32-54 

22 s 


8 

50s 

number 

9 

15-22 

2447 

U.S. classcr’s grade 

SLM White 

percent 

of samples 


50 

(Sue 

M Light Spot 


100 

-- 

title) 

SLM Light Spot 


-- 

25 


M Spot 



25 


U.S. classcr’s staple length 

1-1/16" 

of samples 


50 

(See 

1-3/32" 


-- 

50 

title) 

1-1/8" 


100 
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Pakistan 


Production of cotton in Pakistan totaled between 2.4 million and 2.5 million bales in the three seasons 
1968-69, 1969-70, and 1970-71, but increased to 3,250,000 bales in 1971-72. Consumption now totals 
around 1 .6 million bales a year while exports were 579,000 bales in 1968-69, 405,000 bales in 1 969-70 and 
453,000 bales in 1970-71 (table 46). 

Pakistan produces two types of cotton, Desi (Gossypium arboreum') and Upland, or American cotton {G. 
hmuliim). In 1971-72, at least 150,000 bales were Desi cotton and 3 million bales were Upland. 

Around 90 percent of Pakistan’s cotton acreage, including all of the Upland cotton acreage, is irrigated. 
All of tlic cotton is handpicked and half is roller-ginned and the other half is saw-ginned. The cotton is 
picked from September to January. 

Technical characteristics of Pakistan cotton, according to publications of the Pakistan Central Cotton 
Committee, arc given in tables 47, 48, 49. Upland varieties in Pakistan arc mostly 15/16" to 1" in staple 
length with a modal Micronairc of 4.6 to 5.0 and a quite high fiber strength. Nearly all of the Upland crop 
was reported to have a Pressley strength of 80,000 to 90,000 pounds per square inch and over. As 
indicated, Pakistan’s most important variety quantitatively is AC-134 and the next most important is NT, 
which is the trade name for two varieties, M4 and MlOO. 

Desi cotton is unusual in that its staple length is only 3/8" to 5/8" but with the fibers so coarse that 
Micronairc readings range from 7.0 to 11.0. This type of cotton is not produced in the United States. The 
sliortcst staple cotton produced in tlie United Stales in quantity is 29/32", and this cotton has Micronairc 
readings, as would be expected from Upland variety cotton, ranging from about 3.5 to around 5.2. 

Results of fiber and spinning tests on 43 samples of Pakistan cotton show that AC-134 and NT cotton, 
both Uplands, had fiber lengths varying from about31/32" to 1-1/32" (tables 50, 51). Fiber strengths were 
quite liigli. Some of the samples produced yarn with few imperfections, others were quite high in this 
regard. This cotton might be compared to Texas Strict Low Middling Light Spot I" cotton. 


Table 46.-Pro{liictioti and exports of Upland cotton in Pakistan by varieties, year beginning September 1 


Soa.son 

Desi 

4F 

LSS 

NT 

289 F 

AC 134 

Total 

Production: 

J.OOObales^ 

1,000 bales* 

1,000 hales* 

1,000 bales' 

1,000 bales' 

1,000 boles* 

1,000 bales* 

1969-70 

87 

43 

269 

570 

223 

1,301 

2,493 

1970-71 

106 

29 

251 

617 

260 

1,299 

2,562 

1971-72*' 








Sind 

61 



735 



796 

Sahiwall 

25 

.. 

. 

.. 

.. 

653 

678 

Lyalipnr 

-- 


327 

.. 

, . 

41 

368 

Mill ton 

. . 


. 



751 

751 

Bahawalpur 

61 

25 


-- 

334 

74 

494 

Total 


25 

327 

735 

534 

1,519 

3,087 

Export,?: 








1968-69 

100 


479 

- - 


.. 

579 

1969-70 

81 


324 

• - 


.. 

405 

1970-71, Sept-July: 








Roller-ginned 

89 

5 

91 

58 

18 

24 

285 

Saw ginned 

-- 

-- 

-- 

32 

40 

96 

168 

Total 

89 

5 

91 

90 

58 

120 

453 


‘ 480 lb. net. 

3 '• 

March 1972 estimate. Compiled from Monthly Cotton Review of the I^kistan Central Cotton Committee. 
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Table 47. -Production of cotton in Pakistan by staple lengths, 1968-7 1 


1 

Season 
begin ning 

Sept. 1 

Under 

13/16" 

13/16" - 1" 

1-1/32" 

1-3/32" 

1-1/8” 

1-5/16" 

Total 

1968-69 

},000 balcs^ 

243 

1,000 bates^ 

2.358 

J,000 bales' 

368 

1.000 bales 

5 

1,000 bales' 

2,974 

1969-70 

232 

2,401 

375 

20 

3,028 

1970-71 

213 

2,475 

400 

25 

3,113 


Pakistan statement, International Cotton Advisoty Committee Proceedings 1971, p. 179. 
' 392 lb. net. 


Table 48.-Technical eharaclerislicsof Pakistan cottons 


Variety 

Staple length 

Microiiairc 

Tensile 

strength 

Maturity 

(Causticaic) 


Inches 

Reading 

1,000 lbs. 
pel-, square 

Inch 

Index 

Dosi; 

231 R (Punjab) 

1/2 -4/8 

7.0 -9.0 


84-92 

T,D. 1 (Sind) 


7.S-10.5 


85-94 

Comilla (E.Pak.). .... 

3/8 • 1/2 

8.0-11.0 

-- 

86-94 

Upland: 

L.S.S. (Piinjnb) 

27/32-15/16 

4.5 -5.5 

80-90 

78-86 

L 11 (Punjab) 

15/16-1-1/16 

4.5 -5.5 

-90- 

76-84 

AC 134 (Punjab) .... 

15/16-1-1/16 

4.0 -5.0 

90-95 

76-84 

BS 1 (13/36 
(Punjab) 

15/16-1-1/16 

4.0 -5.0 

85 • 105 


4 F (Punjab) 

314 -I JZ 

5.0 -6.0 

80-90 

78-90 

M 4 (Sind). 

M 100 (Sind) 

15/16-1 

4.0 -5.0 

-85- 

75-82 

MS 39, MS 40 
(Punjab) 

l-i-1/4 

4.3-4.5 

90-95 



Note: M4 and M 100 are both known as NT. 

Compiled from Pakistan report in International Cotton Advisory Committee Proceedings, 1971, p. 178. 
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Table 49.-Sta|)le length, Micronaire, 


and Pressley fiber sUength of Upland cotton varieties grown in Pakistan, 
1967-68 crop' 


Item 


No of samples 


Staple lengtli (inches); 
Under 27/32". . . . 
27/32 - 7/8 . . . . 
7/8 - 29/32 . . 

29/32 - 15/16 .. 

15/16- 31/3Z . . . 

31/32-1 

1 - 1-1/32 . . 

1-1/32-1-1/16 .. 
1-1/16 and over . . 


Total 


Micronairo (readings): 

3.6 - 4.0 

4.1 - 4.5 

4.6 - 5.0 

5.1 - 5.5 

5.6 - 6.0 


Total 


Pressley .sti'cngth (Mpsl): 

81-83 

86 - 90 

91-95 

96- 100 


Total . , 


AC 134 


198 


Percent 


100 


2 

27 

54 

16 

I 


100 


100 


NT 


199 

Percent 

1 

5 


100 


8 

46 

39 

7 


100 


100 


124 F 
(2891-) 


42 


Percent 


12 

18 

. . 

18 

37 

12 

42 

34 

64 

18 

5 

22 


100 


100 


100 


LSS 


74 

Percent 

12 

48 

27 

8 

4 

1 


100 


100 


2 

- . 

2 

34 

41 

34 

24 

53 

31 

61 

34 

12 

26 

5 

40' 

1 


100 


41 - 


10 

Percent 

10 

10 


20 


100 


100 


60 

40 


100 


All 

varieties 


523 

Percent 

2 

7 

8 
13 
23 
35 
11 

1 


100 


10 

14 


30 

59 

50 

40 

48 

24 

24 

30 

15 

7 

11 

30 

3 


iOO 


6 

39 

40 
15 


100 


Compiled from “Ucimrt on Quality Characteristics of Pakistan Cottons,*’ 1 967-6«. Pakistan Central Cotton Commlttoe. 
Kataclil, June 1970. 


‘ Including 2 percent 101 - 105. 
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Tabic SO.-Minitnum and maxumim fiber and siiiiming icsulls on samples of specified Parisian aod U^. collons, and U.S. classcr’s grade and staple descriptions 





• 1 







A U.S, 



AC 134 

AC 134 

AC 134 

AC 134 

NT 

NT 

NT 

reference 



Roller-ginned 

4 samples 

(tolk-r-ginncd 

4 samples 

Saw-ginned 

6 samples 

Saw-ginned 

7 samples 

RoHcr-ginncd 

2 samples 

Sasv-ginned 

.Saw-ginned 

quality 

Item 


from 

from nn 

Texas St. L.Mid, 



I'roin import 

from 

from intpnrt 

from an 



Kaiaclii 

markets 

Karachi 

markets 

import inarkcS 

Karachi 

import market 

Lt. Spoil Ml 
175 samples 

Tiber test lesulls; 

I'ibcc length: 


.9S-I.Oft 

.96-.99 

.96-1.04 

.96-1.01 

1.00-1.01 

.95-1.00 

.96-1.00 

.98-1,01 

Uiiiforniity, 50/2.5 

percent 

44-49 

4349 

4547 

4548 

4648 

4648 

45-47 

4548 

Micionaiie 

reading 

3.2-5 .2 

4.3-5.3 

4.14.9 

4J-5.2 

5. 1-5 .3 

4. 6-4.9 



Tiber strenglli: 

. . MpsI 

86-102 

95-98 

94-98 

88-1 Dl 

93-97 

88-93 

95-98 

90-97 

1/8 inch gage 

gni/tox 

21.6-27,0 

21.2-23.9 

23.8-25.8 

. 20J-26.2 

21.4-22.7 

-22.3- 

21.2-24.0 

21.8-24,1 

Elongation: 

1/8 inch 

percent 

49-54 

4.3-S.2 

4.54.9 

4.4-5. 1 

5. 1-5.3 

5. 0-5.1 

4.5-5.2 

S.3-6.2 



7.7-9 .5 

6.2-10.3 

7.7-9.4 

6.0-6.6 

8. 2-9.4 

3.3-5, 0 







2-3 


Crayncss 

number 

3-3 

-3- 

34 

2-3 

34 

-3- 

3-5 



-4. 

-4- 

-4- 

34 

-4« 




Composite 

. index 

84-96 

92-93 

90-97 

94-98 

89-92 

92-96 

92-99 

89-93 

Soinnuie test results: 

Picker & card waste 

Carded yarn; 

percent 

10.7-17,4 

-9.3- 

11.1-13.9 

9.J-12.0 

(M 

8.7.8.R 

10.2-12.S 

6.3-7 ,5 




Strength: 

8s 

paunds 

323-344 

-335- 

352-364 

340-352 

(•) 

298-327 

297-345 

318-337 

22s 

pounds 

91-109 

-104- 

99-116 

I07-II1 

(-» 

94-11)4 

90-106 

96-105 

SOs 

pounds 

32-34 

-- 

3740 


(■) 




lUangaliun: 

8s 

percent 

S.6-5,8 

•5.9. 

S.9-6.3 

6.0«i 

(•) 

6, 2-6, 3 

5.6-0.3 

6.3-6.4 

22a 

percent 

4.6-S,S 

-5.4. 

4.8-5.S 

5.5-5.7 

(•) 

5,0-5i 

5, 1-5.7 

5, 0-5.7 

SOs 

ApiKarancc: 

percent 

4.2-5 ,3 

•• 

4.14.8 


(>) 

-130- 

120-130 

120-130 



-120- 

-130- 

120-130 

130-130 

(•) 

22s 

. Index 

70-120 

-120- 

90-120 

110-125 

(•) 

-1.30- 

110-120 

100-120 



60-90 


-80- 


(■) 

.• 



Ini perfect Ions: 

8s 


71-72 

-1- 

46-65 

14 

(■) 

3642 

2-3 

25-36 

1740 

225 

miniber 

38-57 

-1- 

22-30 

1-2 

(•) 

20-23 

1-2 



27-54 


20-27 

• • 

0) 

• • 



U.S. ebsset'sgrade 

percent 








of samples 








(>) 

Strict Low Midillltij! While. . 


•• 

•• 


•• 




Middling l.luhl SwI 


.. 


•• 

100 


.50 

SO 

(*) 

Strict Low SIhUllliig Multi S|X)I . . . 

.. 

100 

-- 


(>) 

Low Middling LIglU Spot .. 


25 

•• 

100 

•• 


SO 

•• 

(>) 

(>) 

(>) 

Middling S]Wlted 



•• 


•• 


•• 

•• 

Slitcl Low Middling Spoiled 


25 


•• 


•• 

•• 

•• 

Low Middling Spoiled 

U.S. Cbucts' Sluple i.englli: 


50 

•• 

•* 

■■ 




(’) 









(’) 

3/4" 




•• 

•• 

•• 

50 


7/8" -15/16'' 


50 

• • 

.. 

•• 


SO 

(») 

31/32" 



— 

— 

100 

• • 

50 

(’) • 



100 

33 




so 

(0 

1-1/32" 

SO 

67 


" 



(»> 


' Samples can small for spinning (vsls. ’ See title, 
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Table 51. -Minimum and Maximum fiber and spinning test results on samples of specified Pakistan and UJS. cottons, 

and LI.S. classcr’s grade and staple descriptions 


Item 


Fiber test results : 

Fiber length: 

2.5 percent span inches 

Uniformity, 50/2.5. . . percent 

Micronaire reading 

Fiber strength: 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation: 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton: 

Grayncss number 

Yellowness number 

Composite index 

Spinning test results : 

Picker & card waste percent 

Carded yarn: 

Strength: 

8s pounds 

22s pounds 

50s pounds 

Elongation: 

8s percent 

22s percent 

50.S percent 

Appearance; 

8s index 

22s index 

50s index 

Imperfections: 

8s number 

22s number 

50s number 


U.S. classer’s grade percent 

of samples 
Strict Low Middling White . . . 

Middling Light Spot 

Low Middling Light Spot .... 

Middling Spot 

Low Middling Spot 

U.S. Classer’s Staple Length 
. . . . percent of samples 



1 . . 
1 - 1/32 


n 


LSS 

Roller- 

ginned 

4 samples 
from 
Karachi 

LSS 

Roller- 

ginned 

2 samples 
from an im- 
port market 

Sind 

Dcsi 

4 samples 
from 
Karaclii 

Punjab 

Desi 

6 samples 
from import 
markets 

U.S. reference 
quality 

Texas 

29/32 

AU 150 
samples 

.86-.91 

.&6-.88 

.65-.74 

.64-.66 

.87-.90 

48-52 

-49 - 

46-50 


4347 

4.7-5.7 

-5.5 - 

6,0-7 .4 

6.8-7.1 

3, 5-5.2 

89-93 

87-89 

75-80 

70-78 

84-93 

19.4-21.9 

19.3-20.1 

14.9-17.6 

-- 

18.8-22.5 

4.3-5.8 

5.2-5.3 

5.3-5 .7 


6.0-6.7 

8.3-9.2 

8.7-10.2 

4.7-6.3 

10.0-10,9 

2.7-3.9 

3-4 

-2- 

-4 

4-5 

3-5 

4-5 

-4- 

4-5 

-5 - 

4-6 

90-94 

97-98 

87-90 

84-88 

88-96 

10.3-15.0 

0) 

(^) 

14.5-15.2 

5, 6-7.2 

267-295 

(•) 

(») 

105-124 

250-350 

84-88 

(•) 

(*) 

21-22 

73-105 

" 

0) 

0) 

-• 

•• 

5. 4-5 .8 

(») 

0) 

6.7-7.3 

5. 4-7 .2 

4.6-5.2 

(•) 

(*) 

5.6-7 .0 

4.5 -6.1 

-- 

(•) 

0) 

** 

•• 

120-130 

(') 

(») 

60-90 

110-120 

- 120- 

0) 

<») 

60-90 

100-120 

-- 

(•) 

(*) 

•• 

•• 

48-55 

(') 

0) 

24 

38-68 

25-31 

(' 

(») 

2-3 

26-36 

•• 

0) 

0) 







17 




.. 

33 

50 

.. 

.. 

.. 

17 

.. 


.. 

.. 

33 

50 

-- 

-- 

100 

•• 




100 

.. 

50 

— 

-- 

-- 

-■ 

25 

-- 

-- 

-- 

-• 

25 

•• 

. . 




' Samples too small for spinning tests. * Staple length too short to spin. 
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Syria 


Production of cotton in Syria totaled 697,000 bales in 1970-71 and 715,000 bales in 1971-72. 
Consumption takes 135,000 bales each season. Exports totaled 617,000 bales in 1970-71 , and may total 
580,000 bales in 1971-72. 

Some 12 percent of tlie cotton acreage was rain-grown in 1971-72. Thus the bulk of Syria’s cotton is 
irrigated. All of tlie cotton is handpicked. Approximately 80 percent was saw-ginned in 1 970-7 1 compared 
to 40 percent in 1964-65. The remainder is roller-ginned. Tlie crop is picked from August 15 into December 
but half of the crop is not ginned until the end of December and ginning is not completed until after March 
31. 

Carolina Queen had completely replaced Coker 100-A by 1969-70 following the import of substantial 
tonnages of seed from the United Stales for this purpose over several years. However, a new variety, Aleppo 
I developed in Syria, was to occupy 40 percent of the acreage in 1972 and it is predicted that it will cover 
the entire area in 1973. Some experiments also are being conducted with Acala SJl. According to Syrian 
statistics, Syrian cotton is now largely 1-3/32" in staple length with some 1-1/16" and some 1-1/8". 

The Cotton Marketing Organization of the Government of Syria is the sole buyer of seed cotton from 
the farmers; the organization gins the cotton, and sells it in world and local markets. Bales arc sampled 
twice, once by the Cotton Bureau and once by the Colton Marketing Organization. The Cotton Bureau 
classes cotton both for grade and staple length. “0” grade is the base grade and is said to be approximately 
equivalent to U.S. Middling Shy Wlritc. “O/X” grade is considered to be Middling leaf and Strict Middling 
Color. Grade “1” is equivalent to Strict Low Middling, Very Light Spotted, and Grade 2 to Low Middling 
Very Light Spotted. There are separate standards for both saw-ginned and roller-ginned cotton but the 
statistics given in table 52 are for both types of cotton. As indicated, around three-fourths of Syria’s cotton 
now staples 1-3/32''. “O/X” is tlie most important grade. 


Table 52.-Grade and staple length of cotton grown In Syria, 1970-71 and 1971-72 


Staple length and year 

Grade 

O/X 

0 

i/0 

1 

2/1 

2 

3/2 

3 

Total 



1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 

1,000 



Idlest 

bales' 

bales' 

bales' 

bales' 

bales' 

bales' 

bales' 

bales' 

1" 

1969-70 

2 

.. 

. . 





• » 

2 


1970-71 

-• 

-- 

. •• 

-- 

-• 

-- 

-- 

-• 


1-1/32" 

1969-70 

U 

J 







12 


1970-71 

4 

-- 

-• 

-- 

-- 

-■ 

-- 

-- 

4 

1-1/16" 

1969-70 

56 

11 

It 

4 

8 

8 

5 

1 

104 


1970-71 

93 

15 

' 5 

-- 

2 

-- 


-- 

115 

1-3/32" 

1969-70 

138 

107 

132 

64 

98 

7 

4 


■ 550 


1970-71 

336 

99 

51 

3 

1 



-- 

490 

1-1/8" 

1969-70 

24 

17 

4 

1 





46 


1970-71 

47 

30 

6 

-- 

-- 

-- 

-- 

-- 

83 

1-5/32" 

1969-70 

• « 

.. 


.. 







1970-71 

2 


-- 

-- 

-- 

-- 

-- 

.. 

3 

Total 

1969-70 

231 

136 

147 

69 


15 

9 . 

1 

^ 718 


1970-71 

482 

145 

62 

3 

3 

■■ 


-- 

^ 697 


Compiled from half monthly reports of Cotton Bureau, Syrian Arab Republic, Aleppo. 
‘ 480 lb. net. 

’ For reported U.S. grade equivalents, sec text. 

* Includes 4,000 bales of Scarto and “CBM” not included in breakdown. 

* Includes 2,000 bales of Scarto and “CBM” not included in breakdown. 
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Test data were for only 3 samples of Syrian cotton, and the data are not for tlic principal quality. The 
Standard 0 1-1/8” saw-ginned samples did have a fiber length equal to 1-1/8” cotton and U.S. classers rated 
one sample Strict Middling White and the other Middling White. Both, however, had more nonlint content 
and picker and card waste than would be thought typical of these grades in tlic United States. 


Table 53.-Mininiuin aiul maximum fiber and spinning lest results on samples of specified Syrian and U.S, cottons, 

and U.S. classer’s grade and staple descriptions 




Description, number of samples 
and where obtained 

U.S. reference iiuatitics 

Item 


Standard 

0 Saw Oil). 
1-1/8" 

2 samples 
from an import 
market 

Standard 

0 Saw Gin. 
1-1/16" 

1 sample 
from an import 

market 

South- 

central 

All SLM 

Wh. 1-1/8" 1 
SO samples 

Calif, 

Acala 

SJl 

M 1-1/8" 

All 275 
samples 

Fiber tost results: 

Fiber length: 






2.5 percent span 


1.12-1.13 

1.07 

1.12-1.14 

1,09-1,14 

Uniformity, 50/2.5 

percent 

-46- 

44 

4245 

4546 

Micronaire 


4. 1-4.3 

4.0 

3.74.4 

4.04.4 

Fiber strength: 





Zero gage 


80-81 

82 

80-86 

91-104 

1/8 inch gage 


22.3-22.7 

22.1 

22.6-24.6 

24.7-27.5 

Elongation: 






1/8 inch 


6.2-6.5 

5,6 

6.1-6.6 

5.0-6.6 

Nonlint content 

percent 

3.0-3.5 

4.6 

2, 5-3.9 

1.9-3.0 

Color, raw cotton: 






Grnyno^ 


0-1 

1 

1-2 

-1- 

Yellowness 


-4- 

4 

1-3 

-3- 

Composite 


104-105 

104 

96-103 

101-103 

Spinning test results; 






Picker & card waste 


G.5-7.2 

6.1 

5. 3-6, 8 

4.8-5.7 

Carded yarn: 

Strength; 






22s 


116-117 

108 

95-120 

119-129 

50s 


1 -41- 

38 

3242 

4248 

Elongation: 






22s 


6.7-6.9 

6.8 

6.1-7.4 

5.0-5.7 

50s 

percent 

5.4-5.7 

5.6 

4.7-6.2 

3.6-4.8 

Appearance: 






22s 


120-130 

110 

80-110 

110-130 

50s 


-no- 

80 

70-80 

80-100 

Imperfections: 






22s 


6-9 

26 

12-33 

15-29 

50s 


4-9 

22 

10-28 

10-25 

U.S. classer’s grade 

Strict Mid. White ..... 

of samples 

50 


(See 

(See 

Middling White 

U.S. classcr’s staple length 


50 

100 

title) 

title) 






1-3/32" 

. percent ofs.imples 

«• • 

100 

(See 

(See 



100 

•* 

title) 

title) 


59 










Table 55. -Classification of cotton grown in Turkey, according to Turkish official standards 



Rolicr-ginned* 

Saw-ginned 

Staiularil 

Aegean and Antalya 
regions 

Cukurova region 

Cukurova and Antalya 
regions 


1969-70 

1970-71 

1969-70 

1970-71 

1969-70 

1970-71 

While: 

Percent 

O.l 

Percent 

Percent 

2.9 

Percent 

2.3 

Percent 

10.4 

Percent 

13.2 

1 

65.3 

43.5 

64.7 

82.6 

50.2 

63.1 

2 

6.9 

13.4 

10.7 

6.0 

25.0 

17.1 

3 

1.5 

3.5 

.3 

(U 

2.0 

(U 

4-6 


(») 

.. 

f) 



Light spotted; 

15.8 

1 

22.5 

14.8 

6.2 

5.9 

2.1 

2 

7.4 

13.2 

6.2 

2,5 

4.7 

4.1 

3 

2.3 

2.9 

.4 

(O 

.7 

.9 

4.5 

.4 

(*) 


-- 

-- 




(*) 



l.l 

f) 

Other 

.3 

(U 

« - 

U) 


• - 

Total 

lOO.O 

lOO.O 

100.0 

100.0 

100.0 

100.0 


‘ Practically all of tltc cotton grown in tlic Aegean, llic bulk of the cotton grown in Antalya, and about 50 percent of 
the cotton grown In the Ciikurova area Is roller-ginned. Tlic remainder in the Cukurova and Antalya areas is saw-ginned. See 
table 54 for production in each area. 
a Loss than 0.5 percent. 


Aegean area. White No. 2 is also unportaiil as is White Extra in the saw-ginned classification and No. 1 and 
No. 2 LiglU Spotted in tlie roller-ginned groups. 

Results of tests and classers’ determinations on 44 samples of Turkish cotton (tables 56, 57, 58) indicate 
that the roller-ginned Aegean samples had fiber lengths equivalent to 1-3/32*' through 1-5/32 with 1-1/8 
the average. Pressley fiber strengths were 79.000-86,000 pounds per square inch. In general the samples 
appeared to produce yarn comparable to 1-1/8" cotton from south-central USA, but the Turkish samples 
produced more waste than almost any grade available In quantity in the United States. 

Two of the Cukurova roller-ginned samples had a staple length of only an inch, but the other samples 
had fiber lengths equivalent to staple lengths on-3/32" to 1-1/8". Yarn strengths and yarn appearances 
were mostly comparable to what would be expected from U.S. Southwest Low Middling White 1-1/16", 
but the picker and card waste percentages were in excess of what would be expected from U.S. Good 

Ordinary. , „ , „ im * i , /o- 

The samples of Turkish saw-ginned cotton had fiber lengths ranging ail the way from 1 to 1-1/8 

cotton. Picker and card waste produced ranged from 6.3 to 12.2 percent. The yarn strength and appearance 
were roughly comparable to what would be expected from such a description as U.S. Southwest Strict Low 
Middling Light Spotted 1-1/32", but yarn imperfections were lower. 
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fable 56.-Minimuni and niaxinium fiber and spinning lest nssulls on samples of specified Turkish roller-ginned collons and U.lS. coUiins, 

and U.S. classcr’s grade and staple descri|>tioHS 


Grade, number of sumplos, where ublaincd 


U.S. relVienee <|iia)iiii!.s 


llein 


Standard 
I-Wliitc 
roller- 
ginned 
‘I .samples 
from 
Turkey 


Standard 
I-Wliitc 
roller- 
ginned 
7 samples 
frt>in 
import 
markets 


Standard 
ll-\Vliiie 
roller- 
ginned 
4 samples 
from 
Turkey 


Standard 
ll-Wlute 
roller- 
giiineti 
3 .samples 
from 

an im]H)rl 
market 


Standard 

1 • (.(Spot 
roller- 
gimied 

2 sam()les 
fioin 

'I’tirkey 


Standard 
n-LtS])ot 
roller- 
ginned 
2 saniple.s 
IVoin 
Turkey 


Soiiih 
(x-nlial 
SUM Wiiite 
I l/«" 

All 101) 
sanijiles 


Soiilli 
t'eniral 
(.'oker 3 111 
All 150 
samples 


I'ibL-r test results; 









1 iber length; 

2.5 percent span . . , 

Uiiiforniiiy, 50/2.5 . 

Mieronaire 

I'ibcr strength; 

. . , inches 
. . . percent 
. . . reading 

l.lJ-1.17 

44-47 

4.2-4.6 

1.07-1.14 

45-47 

4.t)-4.6 

1.12-1.15 

4.5-47 

3.9-4.3 

1.10-1.12 

46-47 

3.9-4.4 

1,15-1.17 

4.5-46 

•4.7- 

-1.16- 
42-47 
3.3-4, 1 

1.12-!. 14 
42-45 
3.7-4.4 

Zero uage 

1/8 inch gage 

liloneatioii : 

. . . Mpsi 
. . . gin/tcx 

82-«4 

23.0-24.7 

79-82 

22.1-23.4 

79-86 

22.4-23.7 

83-86 

22.2-23.3 

82-84 

22.2-22.3 

79-82 

21.]-21.^ 

80-86 

1 '22.6-24.6 

1/8 ineli 

Nonlint content 

. . . percent 
. . . percent 

5.8-6.7 

4. 1-6.8 

6.1-6.9 

5.6-8.4 

5.7-6.1 

7.6-9.0 

6.1- 6.5 

7. 1- 8.0 

5. 9-6.0 
4.7-4.8 

6, 2-6.3 
5.6-«.9 

6. 1-6,6 
2.5-2.9 

Color, raw cotton: 









Cirayiiess 

Yellowness 

Composite 

. . . number 
■ . . number 
. . . index 

0-2 

3-4 

100-104 

1-2 

-5- 

100-103 

2-3 

-3- 

91-99 

-1- 

-4- 

101-102 

-1- 

-3- 

103-104 

1- 3 

2- 3 

91-101 

J-2 

1-3 

96-103 

Splnnina test results: 
Wckcr & card waste . . . 

. . . percent 

11.MJ.7 

7.4-12.8 

13.8-15.4 

I3.3-14.I 

11.7-11.8 

13.2-15.9 

5.3-6, 8 

Carded yarn: 

Strongtli: 









22s 



109-1 16 

109-111 

95-108 






-IJ2- 

105-109 

95-120 

Elongation ; 




38-39 

-35- 

39-41 

37-38 

32-43 

22s 




6. 2-6.5 







5.2-5.7 

-6.6- 

6.6-6.7 

6.5-7.2 

6.1-7.4 

Appearance ; 



5.0-5.2 

4.8.5.0 

4.9-5.5 

5,l-.5.5 

4.7-6.2 

22s 



110-120 

70-100 

100-110 





50s 



-110- 

-no- 

-iOO- 

80-110 

Imperfections: 



80-90 

90-100 

80-90 

70-80 

70-80 

22s 



11-25 

15-19 

-26- 

12-15 






14-18 

28*36 

12-33 




19-22 

14-17 

12-14 

22-29 

10-28 

U.S. ciassflt’s grade . . . , 

M White 

. - percent 
of samples 








SLM Wliitc 


• • 


-- 

50 

. . 

(.See 

LM While 


*■ 

100 


50 

50 

litlc) 

M Lielit Snolted . 




.. 

50 

SLM Light Spoiled . . . 



• • 

33 

-- 



LM Light Spotted . . . 



• • 

67 




U.S. classer’s staple length 

1-1/8" 






• - 


1-5/32" 

25 

30 

25 

75 

100 

50 

50 

50 

50 

(See 

lille) 


1.1.1-1.20 

41-44 

4,2-4.y 


8.2-H6 
22.6-24. K 


4.7-5.6 

.l.y-5.0 


2-4 

2-4 

KK-9(i 


H, 7-9.6 


9()-Jl.‘i 

2H-42 


,5.2-6, 7 
.l.H-5.1 

K()-l]() 

70-H0 


22-29 

15-23 


67 

17 

17 


67 

3.1 
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Table 57.-Minimum and maximum fiber and spinning test results on samples of specified roller ginned Turkisli cotton and 

U.S. cottons, and U.S. 0138861*8 grade and staple descriptions 




Grade, number of samples, where obtained 

U.S. reference qualities 

Item 


Roller 

ginned 

Standard 

Extra 

2 samples 
from 
importing 
countries 

Roller 

ginned 

Standard 

I 

2 samples 
from 
Turkey 

Roller 

ginned 

Standard 

I 

2 samples 
from 

importing 

countries 

Roller 

ginned 

Standard 

II 

4 samples 
from 
Turkey 

Southwest 
Low Mid. 
White 
1-1/16" 

All 125 
samples 

Texas 

St. L. Mid. 
Wliitc 

1" 

All 175 
samples 

Fiber test results: 

Fiber length : 








2.S percent span 

inches 

.98-.99 

-1.13- 

-1.09- 

1.08-1.10 

1.07-1.10 

.98-1.01 

Umformlty, 50/2.5. . . . 

. . . .percent 

46-47 

47-48 

44-46 

45-47 

44-47 

45-48 

Micronaite 

. . . . reading 

4.0-4.! 

4.4-4.5 

4.2-4.3 

4. 1-4. 3 

4. 1-4.9 

4. 3-4.8 

Fiber strength: 








Zero gage 


76-78 

80-82 

77-78 

77-79 

78-87 

90-97 

1/8 inch gage 

. . . . gm/tex 

21.5-21.8 

2Z1-2Z6 

21.6-21.8 

21.4-23.0 

21.5-2L9 

21.8-24.1 

Elongation: 








1/8 inch 

. . . .percent 

6.9-7.1 

6.7-6.8 

6.4-6.5 

6.4-7.3 

5.5-6.6 

S.3-6.2 

Nonlint content 

. . . .percent 

-10.6- 

-7.3- 

8.1-11.1 

8.6-9.0 

3.6-4. 3 

3.3-5.0 

Color, raw cotton: 








Graynoss 

. , . .number 

-2- 

-2- 

-3- 

2-3 

3-4 

3-5 

Yellowness 

, . . .number 

-5- 

-3-' 

-4- 

-3- 

^3 

4-5 

Composite 

index ' 

-101- 

-97- 

93-96 

94-96 

88-95 

89-93 

Spinning test results: 








Picker & card waste 

. . , .percent i 

-9.3- 

-13.2- 

10.9-11.2 

14.8-10.5 

6.0-7.8 

6. 3-7.5 

Carded yarn; 

Strength: 







8s. .......... . 

. . . . pounds 

•331- 

.. 

. . 

. . 

. . 

318-337 

22 

. . . . pounds 

-101- 

-109- 

102-103 

-101- 

95-106 

96-105 

50s 

. , . . pounds 

. . 

-38- 

35-36 

. . 

32-39 

29-33 

Elongation: 








8s 

. . . .percent 

-7.2- 

• • 

-- 

• . 



22s 

. . . .percent 

-6.5- 

-7.1- 

7.1-7.2 

-6.5- 

5.4-6.4 

5.0-5. 7 

50s 

.... percent 

.. 

-5.4- 

-5.4- 

5.5-6.8 

3.9-4.7 

3.2-3.6 

Appearance; 








88 

index 

-110- 

.. 



. . 


22s 

index 

-100- 

-120- 

90-100 

90-120 

110-120 

100-120 

50s 

. . . . . index 

-- 

-100- 

70-80 

80-90 

80-100 

80-90 

Imperfections;. 








8s 

. . . .number 

-5- 

.1 

-- 




228 

. . . .number 

-3- 

-15- 

27-36 

23-27 

17-37 

26-38 

50s 

. . . .number 

-- 

-15- 

26-31 

20-24 

13-24 

21-29 

U.S. classcr’s grade. . percent of samples 
Low Mid, Wliite 


100 


100 

(See 

(See 

St. Low Mid. Lt Spot . 


100 

-- 

50 


above) 

above) 

Low Mid. Lt, Spot . . . . 


— 

-- 

SO 

-- 



U.S. classei’s staple length 








percent of samples 
1" 

100 



.. 

(Sec 

(Sec 

1-1/32" 


-- 

-- 


-- 

above) 

above) 

1-1/16" 

1-3/32" 

1-1/8" 


-- 

100 

100 

50 

50 
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fable 58.-Minimum and maximum fiber and spinning test results on samples of specified saw-ginned Turkish cotlons and U.S. 
cottons, and U.S. classei’s grade and staple descriptions 


Item 


t'iber test results : 

Fiber length: 

2.5 percent span indies 

Uniformity, 50/2.5 .... percent 

Mietonaire reading 

Fiber strengtli: 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation: 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton: 

Gtaynoss number 

Yellowness number 

Composite index 

Spinning test results: 

Picker & Card waste percent 

Carded yarn: 

Strength: 

8s pounds 

22s pounds 

50s pounds 

Elongation: 

8s percent 

22s . percent 

50s percent 

Appearnnee; 

8s index 

223 Index 

50s index 

Imperfections: 

8s number 

22s number 

50s number 

U.S. classcr's grade percent 


of samples 

Strict Mid, White 

Middling Wliile 

Strict Low Mid, White 

Mid. Ligiit Spotted 

Strict L, Mid LtSpot 

U.S. classcr’s staple length 


Grade, number of samples, where obtained 

U.S. reference qualities 

Saw 

ginned 

Standard 

Extra 

2 samples 
from 
Turkey 

Saw 

ginned 

Standard 

Extra 

1 sample 
from an 
importing 
county 

Saw 

ginned 

Standard 

I 

4 samples 
from 
'Turkey 

Saw 

ginned 

Standard 

II 

2 samples 
from 
Turkey 

Saw 

ginned 

Standard 

11 

1 sample 
from an 
importing 
country 

St.mdard 

1 1-1/32" 

2 samples 
from .111 
importing 
country 

Southwest 
SLM LlSpol 
l-i/32" 

All 75 
samples 

Arizona 

DPL 

M 1-3/32" 
All 150 
samples 

1.00-1 .02 

1.04 

1.02-1.13 

1.11-1.13 

1.08 

1.03-1.04 

1,05-1.07 

1.07-1.13 

44-45 

45 

4548 

46- 

42 

-46- 

44-47 

4345 

3.7-3.8 

4.3 

4.04.2 

4,0- 

3.9 

-3.9- 

3.64.4 

3.6-5.0 

-80- 

80 

74-81 

78-79 

82 

-77- 

84-95 

82-86 

21,2-22.1 

21.4 

21.6-23.1 

22.8-24,2 

21.2 

-21.9- 

22.3-24.0 

22.6-23,8 

6.3-6.6 

7.1 

6.6-6.8 

6,1.6.7 

6,9 

-7.2- 

5. 1-6.7 

7.0-8.1 

2.3-2.5 

3.1 

3.94.1 

-6.6- 

5,0 

-9.6- 

3.34.3 

2.2-3, 6 

■0- 

1 

O-l 

-2- 

2 

-2- 

24 

1-2 

-5- 

4 

34 

4- 

3 

-5- 

-4- 

2-3 

107.108 

104 

104-105 

-98- 

96 

-100- 

89-97 

99-103 

• 

6.3 

6.8.9.6 

-12.2- 

6.3 

■10.6 

6.3-7.9 

4.5-6.8 


. 
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105 

I0M13 

-116- 

104 

-100- 

99-113 

100-12.3 


37 

3642 

41- 

37 

■ 

3341 

3645 


• 

. 

. 


-7.3- 




6.9 

7.3-7.7 

-7.4- 

7.0 

•6.4- 

5.3-6.2 

5.7-6.4 


5.8 

5.8-6.2 

-5.8- 

5.7 

■ 

3.94.8 

4.3-5.2 


- 

• 

. 

. 

100 

80-120 



100 

110-120 

-120- 

100 

•100- 

80-120 

90-120 


90 

80-90 

-90- 

80 

• 

70-100 

70-100 


17 

17-20 

-16- 

19 

4- 

-3- 

32-54 

18-39 


17 

14-17 

-23- 

17 

- 

2447 

12-28 

50 








50 




• 

• 

(See (See 


- 

50 

100 

100 

; 

title) title) 

• 

100 

- 

. 







- 

- 

- 

100 




1-1/32' 

1-1/16' 

1-3/32'' 

1 - 1 / 8 " 


percent of samples 


100 



100 


25 

25 

SO too 


100 


100 (SCO 

title) 


(See 

lllic) 
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AFRICA 

Egypt 


Egypt is one of tiie largest producers of cotton in the world, witli a crop esliinaled at 2.2 million bales in 
1971-72, which figure was also the average of the previous eight seasons. Domestic consumption has been 
increasing over the years and now is in excess of 900,000 bales annually. Exports have been running around 
1 .4 million bales annually. 

Egypt is notable for production of extra-long staple and long staple varieties. Staple lengths arc in excess 
of all but a few bales of the U.S. Upland crop but U.S. Pima cotton is in the same staple length range as 
some of tiic Egyptian ELS varieties. All of Egypt’s cotton is irrigated, handpicked, and roller-ginned. 

Egypt’s cotton varieties range in staple length from Ashiuouni with a staple length of 1-1/4" to Gi/.a 45 
with a staple length as high as 1 -9/16". Very little of the shorter staple Egyptian, however, is exported. 

Results of tests on samples of UAR cotton indicate that Giza 45 and Giza 68 produced 50s and 80s 
combed yarns llial were stronger than U.S. Pima yarn while Menoufi was about equal and Giza 69 and Giza 
67 were not quite as good. Yarn defects were low and roughly comparable, and botli the Egyptian and U.S. 
Pima produced about the same amount of picker and card, and comber waste. 


Table S9,-Pro(luctioii and exports of cotton, by varieties, Egypt, 1969-70 and 1970-7! 


Variety 

I'rocluctiun 

Exports 

1969-70 

1970-71 

! 

1969-70 

1970-71 

Extra-long staples: 

1,000 bales 

1,000 bales 

1,000 bales 

1,000 bales 

Monoufi 

449 

511 

386 

452 

Giza 45 

106 

125 

110 

117 

Giza 68 

355 

359 

250 

288 

Others 

1 

2 

2 

0 

Total 

911 

997 

748 

857 

Long staples; 





Dcndcra 

182 

143 

81 

2 

Giza 67 

421 

334 

395 

286 

Giza 69 

264 

258 

205 

195 

Total 

867 

735 

681 

483 

Medium 8taple.s: 





Ashnioiiiii 

237 

195 

(‘) 

(') 

Giza 66 

422 

360 

19 

30 

Total 

659 

555 

19 

30 

Scarto 

60 

59 

21 

33 

Grand total 

2,497 

2.346 

1,469 

1,403 


‘ As reported. 
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Table 60.-Tcclinicai characteristics of Egyptian cotton 



'■ 1 







Yarn strength 

item 

Color 

Staple length 

Microiiaire 

Prcs.sley fiber 
strength 

60s carded 

120s 

combed 



1969-70 

1970-71 

1969-70 

1970-71 

1969-70 

1970-71 

1969-70 

1970-71 

1970-71 

Giza 45 

Wliitc 

Inches 

Inches 

Index 

Index 

Mpsi 

Mpsi 

Lb. 

Lb. 

Lb. 

FG 


H8/32 

1-18/32 

3.1 

3.3 

118 

118 

51 

50 

21 

Good 


1-17/32 

1-16/32 

3.0 

3.2 

112 

112 

48 

47 

20 

Giza 68 

FG 

Medium 

to 

1-15/32 

1-14/32 

3.3 

3.3 

111 

112 

46 

46 

18 

Good 

Wliite 

1-13/32 

1-13/32 

2.9 

3.1 

109 

no 

44 

44 

17 

Mcnoufi 

FG 

Dark 

1-17/32 

1-16/32 

3.6 

3.6 

110 

107 

45 

43 

17 

Good 


M5/32 

1-14/32 

3.4 

3.4 

108 

106 

43 

43 

17 

Giza 69 

FG 

^Vhite 

1-12/32 

1-12/32 

3.8 

4.2 

105 

104 

38 

37 

. « 

Good 


1-11/32 

1-11/32 

3.7 

3.9 

102 

-- 

35 

34 

-- 

Giza 67 

FG 

Medium 

to 

1-13/32 

1-12/32 

4.5 

4.4 

101 

101 

35 

34 


Good 

Wiite 

1-12/32 

1-11/32 

4.0 

4.2 

99 

98 

34 

32 

-- 

Dendera 

G/FG 

Dark 

1-10/32 

MO/32 

4.4 

3.7 

99 

99 

31 

31 


Good 


1-9/32 

1-8/32 

4.4 

3.3 

98 

97 

30 

30 

-- 

Giza 66 

G/FG 

Dark 

1-10/32 

1-10/32 

4.4 

4.6 

96 

97 

31 

31 


Good 


1-9/32 

1-9/32 

4.4 

4.5 

94 

95 

30 

30 

-• 

Asliinouni 

G/FG 

Brown 

1-8/32 

1-8/32 

4.6 

4.8 

95 

95 

28 

27 

m m 

Good 


1-8/32 

1-8/32 

4.3 

4.6 

93 

94 

27 

26 

.. 


Compiled from report of Cotton Technology Research Division, Ministry of Agriculture of Egypt, 
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Table 6 1. -Minimum and maximum fiber and spinning test results on samples of specified Egyptian and U.S. cottons, 

and U.S. classer’s grade and staple descriptions 




Grade, number of samples, where ob lained 


U.S. reference 
cpiality 

llcm 


Giza 45 

2 samples 
from an 
importing 
market 

i 

Gi/a 68 

4 samples 
from 
import 
markets 

Mcnoui'i | 
5 samples | 
from 
import 
markets 

Giza 69 

4 s:imples 
from 
import 
markets 

Gb.a 67 

4 samples 
from 
import 
markets 

Pima 

All grades 
and staple 
lengtiis 

All 450 
. siiniplcs 

I'iber test results: 

Array length: 








Upper {juartile inch . . 

. inches 

1.40-1.56 

1.33-1.40 

1.38-1.S4 

1.26-1,29 

1.30-1.35 

1.42-1,56 

Cnefficient of variation 

. percent 

30-32 

29-30 

26-33 

29-35 

29-33 

28-32 

Microiiairo. 

. reading 

-3.2- 

3.2-3.5 

3.4-4.0 

4.0-4.5 

4.2-4.4 

2. 8-4.0 

h'iber strengtli: 








Zero gage 

. Mpsi 

107-112 

102-109 

100-104 

97-100 

99-104 

94-104 

i/8 inch gage 

. gm/tex 

39.3-30.5 

34.7-38.4 

33.8-35.6 

32.1-34.4 

31.4-32.6 

31.5-36.0 

Elongation: 








1/8 inch 

. percent 

7.0-7.1 

6.4-7.3 

7.2-7,9 

6.2-7, 1 

6.6-7.7 

5.9-7.6 

Nonlint content 

. percent 

2.2-2.4 

2.0-2.6 

1.9-3.0 

2.1-3.0 

2.6-3.2 

2.1-S.5 

Color, raw cotton: 








Grayncss 

. number 

1-2 

3-4 

-4- 

1-3 

-3- 

3-5 

Yellowness 

. number 

-5- 

-6- 

6-7 

4-5 

5-7 

5-6 

Composite 

. index 

102-104 

92-96 

88-93 

94-104 

93-96 

85-93 

Spinning test results: 








Picker & card waste .... 

. percent 

8.0-8.6 

7.4-9.7 

8.0-8.7 

7.8-9.9 

9.0-9.4 

6.7-10.3 

Comber waste 

. percent 

16.4-19.4 

17.0-19.1 

17.2-1R.8 

17.4-20.8 

20.7-22.3 

15.0-20.6 

Combed yarn: 

Strength; 








508 

. pounds 

77-81 

73-76 

68-74 

56-64 

57-58 

69-73 

80s 

. pounds 

43-46 

40-42 

37-40 

30-34 

29-30 

36-38 

Elongation: 








50s 

. percent 

-5.9- 

6.0-6.2 

5.S-6.2 

5.3-5.4 

S. 1-5.3 

6.0-6.7 

80s 

. percent 

5.0-5. 1 

5.I-5.4 

4.9.5.3 

4.8-5.0 

4.4-4.5 

4.9-5.7 

Appearance: 








50s 

. index 

100-110 

110-120 

110-120 

120-130 

110-120 

110-120 

80s 

. index 

-100- 

110-120 

UO-120 

-120- 

110-120 

110-120 

Imperfections: 








50s 

, number 

-4- 

2-5 

2-3 

1-2 

1-2 

2-6 

80s 

. number 

-3- 

2-4 

1-3 

1-2 

1-2 

1-6 

U.S. classer’s grade .... 

Grade 1 

. percent 
of samples 

50 








50 

25 

40 

. . 


. . 




50 

60 

75 

100 

61 




25 

25 

39 

U.S. classer’s staple lengtli 





1-3/16" 


.. 


25 

.. 

... 

1-1/4" 


.. 

-- 


25 

50 


1-5/16" 


.. 

75 


50 

50 


1-3/8" 


50 

25 

60 

-- 

.. 

50 

1-7/16" 


-- 

.. 

40 

-- 


50 

1-1/2" 


50 

-- 


-- 


-- 
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Franc Zone countries 

Production of cotton in tiie Franc Zone countries in Africa as estimated in January 1972 may have 
totaled 779,000 bales in 1971-72. The great bulk of this cotton is exported, although domestic 
consumption is gradually rising. This cotton is now mostly in the 1-1/32" ■ 1-3/32" staple length bracket 
but between 60,000 to 85,000 bales annually may be 1” or under. 

All of the cotton grown in the countries in tliis group, with the exception of a few tiiousand bales in 
Malagasy, is rain-grown. Ail is handpicked and saw-ginned. The cotton is harvested generally from October 
into January, and most in November and December. An exception is Madagascar wliere much of the 
production of over 25,000 bales is harvested in May-July. 

The Institut de Recherches du Coton ct des Textiles Exotiques conducts a program to breed improved 
varieties of cotton in central and western Africa. Variety BJA 592 was developed in 1963 from scleclion.s 
and crossings tracing back to such Upland varieties as Triumph, Allen, and Stoncville 2B. It now is being 
widely cultivated in the Central African Republic, Chad, Cameroon, Upper Volta, Mali, Senegal, and 
Dahomey, and covered about 1.1 million acres in 1971-72.This variety staples 1" to 1-3/32" depending on 
location and other factors, has a Micronaire of 4.0 to 4.6, and is reported to have decided agronomic 
advantages and a high ginning lint turnout averaging 37 percent. 

The other leading variety is HG-9 which accounted for 32 percent of the acreage in Franc Zone Africa 
including 80 percent in Cliad. 444/2, HL-I , and Mono arc the other current varieties. The latter, grown in 
Dahomey and Togo, is a coarse, shorter staple barbademc variety. 


Table 62.-Productibn of cotton in specified African Franc Zone counlrios, 1971-72 


Country 

Acreage 

Percent of acreage 
by varieties 

Production 

Qiad 

Central African Rep 

1,000 acres 

791 

Percent 

20 UJA 

80 HG-9 

85 BJA 

15 B-50 

100 BJA 

90 BJA 

10 444-2 

100 BJA 

20 BJA 

15 HG-9 

65 Allen 333 

100 444-2 

1,000 bales 

180.0 

Cameroon 


85.3 

Upper Volta 


92.0 

Malawi 


51.6 

Dalioinev 


107.4 

Ivory Coast 


88.5 

Senegal 


77.4 

Madagascar 


100 BJA 

20 Stoneville 7A 

13 Acalal5i7-BR 

67 Acalnl517-C 

80 Allen 333 

20 Mono 

100 HL-1 

30.4 

Togo 


34.1 

Niger 


14.0 



17.9 

All countries . . . 

2,116 




53 BJA 

32 IIG-9 

7 444-2 

5 A-333 

2 B-50 

1 HL-1 

778.6 


I (*) Mono 


Institut de Recherches du Coton ct des Textiles Exotiques. Paris. January 1972. 
Less than 0.5 percent. 
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Ill this study, tests were niacle on 28 samples of Franc Zone cotton. Most of the samples were described 
as “llrst quality” but it is not known bow much of the various crops would be so described. As indicated, 
the samples ranged in staple lengtli from around 1-1/16" to 1-1/8", in Micronaires from 3.9 to 4.6, and in 
Pressley strengths Ironi 80,000 to 92,000 pounds. U.S. official classers considered the samples to be largely 
Middling and Strict Middling White and Light Spotted. 

There was a wide range in results as to yarn appearance and yarn imperfections. Many of the samples 
appeared to produce yarn comparable in strength and appearance to Texas SLM While 1-1/16", 3.8-4, 2 
Micronairc. 


Faille 63.— 'I echnical cliiinicturislics of cotton varieties grown in African Franc Zone cuiin tries 


Variety 

Staple length 

lubrograph 
2.5% span 
length 

Micronairc 

Fiber strength 

Zero giigc 

1/8" gage 


Inches 

Mm. 

Reading 

Mpsi 

ginliex 

BJA 

1-1-3/32 

27 - 29 

3.9 - 4.6 

20-21 

85-92 

iic;-9 

1 • 1-3/32 

27-29 

3.8 - 4.4 

19-21 

82-89 

444-2 

1-1-3/32 

27-29 

3.7 -4.2 

20-23 

85-91 

A333-61 

1 - 1-3/32 

26-29 

3.8 -4.3 

19-21 

81-89 

IIL-1 

1-1-3/32 

27-29 

3.8 -4.2 

19-21 

84-88 

Mono 

1-1-3/32 

27-29 

4.0 -4.8 

20-23 

87-94 


Instilut do Uccherches du Coton ot des Textiles Exotu|ucs, Paris, Jamiary 1972. 










Table 64.-Mininnim and maximum fiber and spinning test results on samples of specified Franc Zone coimiries and U.S. coltons, 

and U.S. classei’s grade and staple descriptiojis 


Description, number of samples, where obtained 


Two U.S. reference 
(|iialicie.s 


Item 


Chad 

IJJA 

Isi (piality 

6 samples 
from on 
import 
market 

Chad 

HG9 

1st quality 
6 samjtlcs 
from an 
import 
market 

l-'iber test results: 

Fiber length; 




2.5 percent span . . 

. . inches 

1.13-1.14 

1.04-1.07 

Unitormity, SO/2.5 . 

. . percent 

48-49 

44-45 

Microiiaire 

. . reading 

4.4-4.6 

4.0-4.1 

l iber strength: 

Zero gage 

, , Mpsi 

80-85 

82-87 

1/8 inch gage 

. . gni/tox 

23.1-23.8 

20.1-21.1 

Llongation: 



1/8 inch 

. . percent 

5.9-6.1 

4.6-4.9 

Nonlint content 

, .percent 

2.8-3.0 

2.7-3.0 

Color, raw cotton: 




Grayncss 

. . number 

-1- 

-2- 

Yellowness 

, . number 

-4- 

-6- 

Composite 

. . index 

101-102 

99-100 

Spinning test rosiilts: 




Fickcr & card waste . . . . 

. . percent 

7.5-8.0 

5.3-6.2 

Carded yarn: 

Strcnglli: 


1 116-120 


22s 

. pounds 


104-112 

50s 

. pounds 

39-42 

38-42 

I'longallon: 

22 

. percent 

6.6-6.9 

6.1-7.0 

50s 

. percent 

5.0-5.5 

S.0-6.0 

Appearance: 



22s 

. index 

•130- 

100-110 

50s 

. index 

-110- 

90-100 

Imperfections: 



22s 

. number 

8-12 

14-24 

50s 

■ number 

7-12 

11-20 

U.S, elasscr’s grade .... 

Middling White .... 

. percent 
of. samples 



St. Mid. Lt, Spot. . . . 


.. 

50 

Middling Lt. Spot . . 


100 


Strict Mid. Spot .... 



50 

Middling Spot .... 




U.S. classer’s staple length 




1-1/32" 



1-1/16" 


.. 


1-3/32" 




1-1/8" 


100 



Central 
Afric, Rep. 
BJA 

6 samples 
from an 
import 
market 


1.08-1.10 

47-48 

4.1-4.3 

80-85 

21.6-22.3 

5.4-6.0 

1.8-2.4 


• 1 * 

-4- 

102-103 


5.0-6.8 


115-117 

37-41 

6.9-7.2 

5.1-5.9 

120-130 

-no- 

5-8 

4-7 


100 


83 

17 


Cameroon 
1st quality 
(') 

8 samples 
from 
import 
markets 


1.05-1.06 

43-46 

3.9-4,3 

83-92 

20.9-24.2 

5.0-S.3 

3.2-4 .5 


2-3 

5-6 

96-99 


4.«-7.6 


109-Ul 

38-40 

6.4-7.0 

5.1-5.7 

90-110 

70-90 

19- 37 

20 - 22 


88 

12 


12 

88 


Mali 
Abidjan 
St’d 2Z 
1-1/32" 

2 .siiniples 
from an 
import 
market 


1.05-1.09 

45-46 

-4.1- 

81-82 

22.1-22.2 

5.4-5.5 

2.9-3.8 


-3- 

5-6 

-96- 


6.4-6, 5 


111-116 

40-42 

• 6 , 8 - 

5.3-5.5 

90-110 

80-90 

30-35 

-25- 


50 


50 


50 

50 


Mississippi 
SLM White 
1-3/32" 
All 375 
.sum|)lcs 


1.07-1.14 

41-46 

3.9-4.9 

78-87 

22.1-24.8 

5.4-7. 0 
2.6-3.8 


1-3 

1-3 

95-102 


5, 5-7.1 


102-112 

32-41 

6, 3-7.7 
4.8-6.0 

90-110 

70-90 

•11-24 

9-24 


(See 

title) 


(See 

title) 


Texas 
SLM White 
1-1/16" 

3. 8-4. 2 
microiiaire 
All 225 
sainplcs 


1.04- 1.13 
43-47 
3.8-4.2 

82-93 

21.9-25.1 

5.5- 7. 2 

2. 1-3.0 


2-3 

2-4 

95-100 


4.7-6.5 


106-124 

39-42 

5.4-6.6 

4.2-4.8 

100-120 

80-100 

16-39 

11-35 


(Sec 

title) 


(See 

title) 


Two samples arc Daiila, SLM 1 1/32", 


Nigeria 


Nigeria liad a record cotton crop of 420,000 bales during 1969-70 but production declined to 182,000 
bales in 1970-7 1 and 175,000 bales in 1971-72 owing to the early ending of rains and dissatisfaction with 
cotton prices compared to returns from food crops. Cotton consumption has been gradually rising and 
totaled 243,000 bales in 1970-71 . Exports totaled 89,000 bales in 1969-70 and 191 ,000 bales in 1970-71, 
but probably they will not exceed 30,000 bales In 1971-72. 

Practically all of Nigeria’s cotton is rain-grown and is produced in the north. However, experiments arc 
being conducted with irrigated cotton. All of the cotton is handpicked and saw-ginned. Nigerian cotton is 
harvested from about October into February but soinetinics ginning continues until July or August. 

Until 1968 tlie principal variety was Samarv 26J, a derivative tracing back to some Allen variety 
American Upland cotton imported in 1912, Currently Samarv 69 and 70, said to be the last of the straight 
Allen line to be grown, are being used but will be replaced by hybrids in the future, 

Nigerian cotton in the past has been in the 15/16" to 1-1/ 16" staple length range but with only 10 or 15 
percent exceeding I”. Demand for longer staple cotton from domestic mills has led to planting of some 
longer staple cotton with production of perhaps 12,000 bales of 1-3/32" and 1-1/8" cotton in 1970. 

All seed cotton is purchased from farmers by licensed buying agents for the various state marketing 
boards. The British Cotton Growing Association gins the cotton on a fee basis, after which the marketing 
boards sell to llic local spinning mills or to the Nigerian Produce Marketing Company. Tlic latter is the sole 
agency with authority to sell cotton for export. 

Standards for Nigerian cotton are prepared by a cotton concern in Liverpool that specializes in Nigerian 
cotton. The Nigerian grades arc reported to be approximately equivalent to USA grades as follows; 

NA 1 . . . . Strict Middling/Good Middling 
NA 2 . . . . Strict Middling/Vcry Light Spotted 
NA 3 . . . . Middling/Strict Middling Light Spotted 

The following suffixes are added to the grade designations to indicate staple lengths: 

A++ . . . 1-3/32" C 31/32" to I" 

A+....M/I6" D Below 31/32" 

A 1-1/32" to 1-1/16" 

B 1" to 1-1/32" 

It is reported that llie bulk of the commercial production Is In the NA 1 or first grndc. NA I A and NA 1 
B appear to be the most cofnmonly quoted qualities. The bulk of the crop, especially in the norlhcrn zone, 
is in the B and C staple lenglii categories. Only a small proportion, mainly in the northeast, falls into the A+ 
ancl A groups. 

Tests on 16 samples of Nigerian cotton indicated fiber lengths ranging from the equivalent of under 1” 
staple cotton all the way to nearly J-I/8". The average was equivalent to 1-1/32" shy. All of the samples 
had relatively low Micronaires, 3.3 - 3.9, which is quite unusual in cotton this short in staple length, and 
had high Pressley fiber strengths, above 90,000 pounds per square inch. Comparing Nigerian cotton witit 
low Micronaire 1" Texas cotton, the Nigerian cotton produced cotton yarn of about the same strength but 
with fewer imperfections and less picker and card waste. 
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Table 65. -Minimum anti maximum fiber and spinning test results on samples of specified Nigerian and U.S. cottons, 
and U.S. classci’s grade and staple descriptions 





Grade, number of samples, where obtained 


U.S. reference 







NA 1 c: 
31/32"- 
to 1" 
(Mahim- 
fasht) 

2 samples 
from 
Nigeria 



Item 


NA 1 A 
(i-1/32"- 
to 1-1/16") 
(Kuru) 

2 samples 
from 
Nigeria 

NA 1 A 
(1-1/32"- 
to 1-1/16") 
2 samples 
from an 
import 
market 

NA i D 
l"lo 1-1/32" 
(Zaria) 

4 samples 
from 
Nigeria 

NA 1 B 

1" to 
1-1/32" 

4 samples 
from an 
import 
market 

NA 1 C 
31/32"- 
to 1" 

2 samples 
from an 
import 
market 

Texas 1" 

! Under 4.0 
micronairc 

All 125 
samples 

I'iber lest results: 

Fiber length: 









2.5 percent span . . . 

. . . inches 

1.10-1.11 

1.00-.98 

.99-1.06 

.99-1.02 

l.OS-1.07 

1.00-1.03 .99-1.03 

Uniformity, 50/2.5 . 

, . . percent 

45-46 

-43- 

44-45 

4143 

4142 

42-43 

4548 

MicronairG 

. . reading 

3.6-3.9 

3.5-3.7 

3.3-3.4 

3. 3-3.5 

3.7-3.9 

■3.5- 

3.2-3.8 

Fiber strength: 








Zero gage 

. . , Mpsi 

-91- 

92-94 

92-93 

91-95 

96-98 

93-94 

83-88 

1/8 inch gage 

, . . gm/tex 

22.0-22.7 

20.7-21.5 

20.7-21.4 

19.7-21.6 

21.4-21.6 

20.1-20.2 

21.6-23.0 

Elongation: 








1/8 inch 

, . . percent 

4. 7-4.9 

4.3-4.5 

4.24.7 

4.24.4 

4.04.3 

4, 1-4.2 

5.9-7.2 

Nonlint content 

, . . percent 

3.8-4.2 

.3.7- 

3.34.2 

2.7-3.5 

-3.5- 

3.5-3. 8 

2.94.5 

Color, raw cotton: 









Grayness 

. . number 

2-3 

-2- 

1-2 

-1' 

-2- 

-1- 

2-3 

Yellowness 

. . number 

5-6 

-6- 

•5. 

-5- 

-5- 

-5- 

34 

Composite 

. . Index 

95-99 

•101. 

99-101 

103-105 

-lOl- 

-103- 

95-99 

Snlnnins test results; 








Wcker tacard waste . . . . 

. . perccnl 

4.7-7.0 

-4.6- 

4.74.9 

4.2-5.0 

•3.5- 

4. 7-5, 3 

5.7-7.5 

Carded yarn: 

Strength: 








8s 

. . pounds 

-• 

.342* 

•' 348- 

•' 333- 

.. 


* 332-340 

22s 

. . pounds 

114-117 

-106- 

107-115 

103-108 

-103- 

104-106 

100-113 

50s 

. . pounds 

38-42 

.. 

36-Ml 

34 • ^ 35 

-35- 

33-36 

37-‘ 39 

Elongation: 








8s 

. . percent 

-- 

-6.3- 

•'6.5- 

•" 6.1- 

.. 

. . 

* 6.S-6.8 

22s 

. . percent 

6.0-6.6 

-5.8- 

6.2-6.4 

S.9-6.2 

•5.7- 

5.8.5.9 

6.1-6.3 

50s 

. . percent 

4.7.5.2 

• . 

’ 5.2.S.3 

" 4.7 

4.4- 

4.24.5 

* 4.54,9 

Appcaranco: 








8s 

. . index 

-- 

-130- 

•' 130- 

120- 

. . 


’ 120-130 

22s 

. . index 

120-130 

-130- 

120-130 

110-120 

-120- 

110-120 

80-120 

50s 

. . Index 

90-100 

. , 

’ 80*100 

90- 

-80- 

-90- 

' 70-90 

Imperfections; 







8s 

. . number 

.. 

-1- 

•' 1- 

I- 

* * 

• • 

* 42-61 



. . luimbei 

13-15 


1-14 

1-9 

-9- 

9-10 

25-65 

50s 

. . number 

9-14 

•• 

’ 11-12 

* 12- 14 

-a- 

8-12 

’24-50 

U.S. classcr’s grade .... 

St, Mid. White 

, . percent 
of samples 




25 




SLM Wliite 


.. 


. - 



- • 

40 

LM Wliitc 


.. 

. . 

.. 

- - 

- • 


20 

SM Liglit Spotted . . 


50 

100 

100 

75 

100 

100 


M Light Spotted. . . , 


50 

-- 

.. 




. . 

SLM Light Spotted , , 


.. 

.. 

.. 


.. 

. . 

40 

US. classcr’s staple length 








1" 

.. 

100 

75 

SO 



100 

1-1/32" 


-• 

-- 

-- 

25 

-• 

SO 


1-1/16" 


-• 

-- 

-- 

25 

100 

50 

.. 

1-3/32" 


50 


25 


. . 


.. 

1-1/8" 


50 

-- 


.. 

-- 

-■ 

-• 


'One sample, ’50 samples. ’ Three samples. ^ Two samples. ’ 75 samples, 
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Sudan 


Cotton production in the Sudan in 1971-72 is estimated to total 1,150,000 bales, sliglitly more than (he 

1.002.000 bales in 1970-71. The bulk of the crop is exported; 1,049,000 bales in 1970-71. 

EiglUy-five percent of tlie Sudan’s cotton crop is grown under irrigation and all is handpicked and 
roller-ginned. The Sudan is one of the two largest producers of extra-long staple cotton in the world, 

835.000 bales in 1970-71, and in addition has a substantial production of medium staples, 143,000 bales. 
In 1971 the Lambert variety was replaced as the Sudan’s leading variety by Barakat, whicli is reported to 

be characterized by higher yields and greater resistance to pests. Barakat is also said to liave about the same 
staple length as Lambert but to have a higher uniformity ratio and to produce somewhat stronger yarn. 

In the medium staples the crop is mainly Acala cotton with a reported modal staple Icngtii of 1-1/16”. 
Results of tests on a few samples of Sudanese cotton of the important XG6L and G6 grades are given in 
the table. 

The samples of Lambert cotton spun into combed yarns having about the same appearance index as 
yarns made of U.S. Pima cotton generally and, like Pima, produced few yarn imperfections. Many of the 
yarn strengths, particularly for Lamberts, were below those for Pima. Waste content from the samples 
averaged higlier than for U.S. Pima but the higher grades of Lamberts might have done better. 


Table 66.-Production of cotton by varieties in the Sudan, 1969-70 and 1970-71 


Item 


Long and extrn-long staples: 

Lninbert 

VS 

Barakat 

li.xporiinental 

Total 

Medium staples: 

Acala 4-42 (pump and gravity irrigation) 

Acala 4-42 (flood irrigated) 

Total 

"Short” .staples: 

American types 

Other 

Total 

Grand total 


1969-70 

1970-71 (estimated) 

1,000 bales 

1,000 bales 

766 

. . 

105 

106 

46 

710 

6 

19 

923 

835 

141 

134 

3 

9 

144 

143 

46 

24 

18 

.. 

64 

24 

1,131 

1,002 


Compiled from Sudan Report to International Cotton Advisory Committee 1971 Proceedings. 
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Table 67.-Minimiim and maximiini fiber and spinning test lesuKs on samples of specified Sudanese and U.S. cottons, 

and U.S. ciasscr’s grade and staple descriptions 



Grade, number of samples, where obtained 

U.S. reference 
quality 

Item 

G6L 

4 samples 
from 
import 
niiukets 

XG6L 

4 samples 
from 
import 
markets 

XG3.S 

2 samples 
from 
import 
markets 

Pima 

All grades 

All 450 
samples 


1.36-1.44 1.39-1.44 1.53-1.56 1.42-1.56 


I'iber test results: 

Array length: 

Upper qiiartile inches 

Coefficient of variation . . percent 

Micronairc reading 

Tiber strength; 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation; 

1/8 inch percent 

Nonlint content percent 

Color, rnw cotton: 

Grnyiicss number 

Yellowness miinber 

Coinposite Index 

Spinning test results: 

Picker &,cnrcl waste percent 

Comber waste percent 

Curded yarn; 

Strength: 

SOs pounds 

80s pounds 

Elongation: 

SOs percent 

80s percent 

Appearance: 

SOs Index 

80s index 

Inipcrfuctions; 

50s number 

SOs number 

U.S. ciasscr’s grade percent 


of samples 

Grade 3 

Grade 4 

Grade 5 

U.S. cinsscr’s staple length 

percent of samples 

1-3/8" 

1-7/16" 


31-35 

33-36 

3.9-4.2 

4.0-4. 1 

102-104 

96-103 

29.3-30.1 

31.2-32,0 

6.2-6.7 

6,2-6.7 

5.4-6.S 

3.8-4.8 

5-6 

-5- 

-7- 

-7- 

79-82 

84-86 

I0.9-J 2.0 

9.9-10,5 

19.2-22.8 

21.0-21.7 

56-57 

57-59 

-30- 

-31- 

5.3-5.6 

5.2-5.5 

4.7-4.8 

4.5-4.7 

-120- 

120-130 

100-130 

-120- 

1-3 

1-2 

1-3 

1-2 


- .. 

25 

100 

75 

100 

100 


29-33 

28-32 

4.0-4.4 

2.8-4.0 

96-102 

94-104 

31.0-33.3 

31.5-36.0 

6.4-7.0 

5,9-7.6 

3.5-4.7 

2.1-5.5 

4-5 

3-5 

-7- 

5-6 

82-87 

85-93 

9.1-10,9 

6.7-10.3 

18.5-20.7 

15.0-20,6 

63-66 

69-73 

34-37 

36-38 

5.8-5.9 

6.0-6.7 

5.0-5.S 

4.9-5.7 

-110- 

110-120 

-110- 

110-120 

3-5 

2-6 

2-4 

1-6 


.. 

61 

100 

39 

- . 

. . 


-- 

50 

100 

50 
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Tanzania 


Frodiiclion of cotton in Tanzania totaled 290,000 bales in 1970-71 and 300,000 bales (prelim.) in 
1971 - 72 , well below the peak of 365,000 bales achieved in 1966-67. Consumption currently runs around 
30,000 bales per year and exports t<»taled 298,000 bales in 1969-70 and 286,000 bales in 1970 - 71 . 

All of Tanzania’s cotton is rain-grown, handpicked, and roller-ginned. The ginning period is 
approximately .liine-December. In 1969-70, production in western Tanzania, largely near Lake Victoria, 
totaled 320,000 bales while production in the coastal region totaled only about 8,000 bales. 

Present commercial strains in use in Tanzania have been developed over the years from American Upland 
seed brought during the early years of the 20lh century, probably witli some admixture with seed of the 
barbademe type. In tlic central anti southern zones of the Lake region, the UK 64 variety is replacing UK 
61 and there is also a limited production of “High Maturity” variety cotton. These varieties are reported to 
have an average staple length of 1-1/16", a staple length range of 1-1/16" to 1-1/8'', and a Micronaire 


ranging from 3.8 to 4.4. _ _ , .-o ^ u rr ■ i ■ 

In the relatively small production in the coastal rc^on, IL 62 is replacing IL 58 and IL 66 is being 
multiplied for future replacement of IL 62. These varieties are a little longer in staple lengtli and slightly 
finer fibered than Lake region cotton, with a staple length range of 1-1/16" to 1-5/32" an average staple 
length of 1-3/32" and a Micronaire range of 3.5 to 4.0. 

Technical assistance on cotton development is provided by the Cotton Research Corporatmn, London. 
Practically all of Tanzania’s cotton is purchased in seed cotton form by local co-ops at a price set by the 
govornmont. Ginning is also largely done by lire co-ops. The Lint and Seed Marketing Board is responsible 
for buying the crop and selling it in world markets as well as to domestic mills. 

Cotton is separated into two grades. AR lint Is mature white cotton which is free from stain, extraneous 
matter, or damage from any cause. BR grade is merchantable cotton inferior to grade AR. An analysis of 
Tanzania’s cotton production by grades, and the AR grade by staple lengths, indicates the bulk of the 
cotton is AR grade and 1-1/16" in staple length. Cotton from the Lake region or western Tanzania is 

known In world markets as “Mwanza” after one of the areas in the region. 

Results of tests on a limited number of samples of Tanzania cotton showed considerable uniformity n 
Micronaire, 3.6 ■ 3.9, but a wide range in Pressley strength, 77,000 to 95,000 potmds per square inch. 
Samples Imd fiber Icngtiis averaging the equivalent of between 1-1/16" and 1-3/32" in length- The 
samples produced 50s yarn that was stronger than yarn from Mississippi SLM White 1-3/32 and Arizona 
DPL White 1-1/16" but not as strong as yarn from Acala SM. Waste was higher and yarn imperfections 

averaged lower. 


Table 68. -Colton inoduction in Tanzania by grade and staple length, 1 967-69 







AR grade by staple length 

s 


Year 

Total 

BR 

AR 

Total 

1-1/32" 

1-1/16" 

1-3/32" 

1-1/8" 

1-5/32" 


1,000 

1,000 

1,000 

Percent 

Percent 

Percent 

Percent 

Percent 

Percent 


bales' 

bales' 

bales' 



83 

8 

1 


|C)fi7 

390 

37 

353 

100 

8 


lOAR 

283 

40 

243 

100 

- 

86 

11 

3 

1 

1969 

393 

59 

334 

100 

5 

85 

7 

2 


Compiled from Tniizaiiia report, International Cotton Advisory Committee Proceedings 1970 p. 320. 


‘ Ikies of 400 pounds net. 
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I able 69.-Miniimim and maximum fiber and .spinning (est results on samples of specified Tanzanian and U.S. cottons, 

and U.S. dasscr’s grade and staple descriptions 




Description, number of samples, 
where obtained 

U.S. reference qualities 

Item 


AR Mwanza 
1-1/16" 

S samplc.s 
from 
import 
markets 

AR Mwanza 
Type 
Olive 

4 small 
samples 
from an 
import 
market 

AR Mwanza 
Type 
Ninna 

2 small 
samples 
from an 
import 
market 

Mi.s.s. 

SLM 

Wliite 

1-3/32" 

All 350 
samples 

Arizona 

DPL 

M Wlritc 
1-1/16" 

All 200 
samples 

California 
Acala S.1 1 
1-3/32" 

All 175 
samplc.s 

I'iber test results: 

Fiber length: 








2.5 percent span . . . 

inches 

1.06-1.10 

1.05-1.08 

-1. 11- 

1.07-1.14 

1.08-1.12 

1.07-1.1.1 

Uniformity, 50/2.5 . 

. . percent 

44-46 

44-46 

-45- 

41-46 

40-45 

45-47 

Micronaire 

. . reading 

3.6-3.8 

3.6-3.8 

-3.9- 

3.9-4.9 

3.5-5.0 

1.9-4.4 

r-iber strength: 







Zero gage 

. . Mpsi 

77-89 

80-85 

93-95 

78-87 

81-87 

92-101 

1/8 inch gage 

I'dongation: 

. . gm/tex 

19.9-23.6 

19.7-21.4 

211-22.5 

211-24.8 

21.9-24.1 

24.0-27.2 

1/8 ineii 

. . percent 

5.5-5.7 

5.7-5.9 

-5.4- 

5.4-7.() 

6.3-7.4 

4.9-5. 7 

Nonlint content 

. . percent 

2.9-3.6 

2.7-4.8 

3. 2-3.5 

16-3.8 

10-3.2 

1.6-2.7 

Color, raw cotton; 








Grayness 

. . number 

1-2 

1-2 

-2- 

1-3 

1-2 

1-2 

Yellowness 

. . number 

4-5 

4-6 

-3- 

1-3 

2-3 

-3- 

Composite 

. . index 

100-104 

100-105 

98-99 

95-102 

10M03 

101-103 

S|rinning test results: 








I'lcker & card waste , . . . 

. . percent 

4.9-9.9 

(■) 

(■) 

5.5-7. 1 

5.0-6.4 

3.9-5.8 

Carded yarn: 

Strength; 





22s 

. . pounds 

108-120 

(’) 

(') 

102-112 

98-110 

119-129 

50s 

. . pounds 

39-42 

(■) 

(') 

32-41 

31-39 

42-48 

Elongation: 







. . percent 

6.7-6.8 

(') 

(■) 

6.3-7.7 

S.5-6.6 

5.0-5.6 

5US 

. . percent' 

5.2-5.7 

(') 

(■) 

4.8-6.0 

3.7-4.7 

3.6-4.4 

Appearance: 





22s 

. . index 

100-130 

C) 

(') 

90-110 

100-130 

110-120 

50s 

. . index 

90-100 

(■) 

(') 

70-90 

80-90 

80-100 

Imperfections; 






22s 

. . number 

7-19 

(■) 

(') 

11-24 

14-23 

16-32 

50.S 

U.S. classet’s grade .... 

Strict Mid. Lt. Spot . , 

. , number 

. . percent 
of samples 

6-17 

40 

{•) 

(') 

9-24 

10-21 

12-22 

Mul. Lt. Spot 

U.S. classcr’.s staple length 

60 

■■ 

” - 

(See 

title) 

(Sec 

title) 

(Sue 

title) 

1-3/32" 


40 

-- 


(See 

(See 

(Sec 

1-1/8" 


60 


-• 

title) 

title) 

title) 


' Samples too .small to permit spinning tests. 


76 


Uganda 

Production of cotton in Uganda totaled 381,000 bales in 1969-70 and 337,000 bales in 1970-71. 
Consumption totaled 60,000 bales in 1970-71 and exports 337,000 bales in 1969-70 and 313,000 bales in 
1970-71. 

Nearly all of Uganda’s cotton is rain-grown, and all is handpicked and roller-ginned. The government in 
1971, however, was planning to install a saw-gin in the hope of relieving congestion at some gins. The crop 
is harvested from December into April. 

A new variety SATU has replaced S-47 in northern Uganda where one-third to one-half of Uganda’s 
cotton is grown. Elsewhere BPA has replaced BP-52. Both are selections from Albar 51 , obtained from an 
importation of Nigerian Allen cotton that was selected for resistance to bacterial blight disease. SATU is 
much coarser than its predecessor and has a staple length of 1-1/16" to 1-1/8'' and a Micronaire of 3.6 to 
4.8. BPA is marginally longer and stronger and is considerably coarser than its predecessor with a 
Micronaire of 3.3 to 4.5 and a staple length of 1-1/8" to 1-7/32". It is reported that the new varieties 
should be more suitable for spinning on high-speed machinery and should react better in dyeing, bleaclung, 
and crcasc-resisting processes. Average Pressley strength for SATU is stated to be 86,000 pounds per square 
inch and for BPA, 90,000 pounds. 

In 1964 the Government of Uganda decided that the entire buying and processing of the country’s 
cotton crop should be in tlie hands of the grower co-ops. The latter acquired a large number of privately 
owned gins from 1964 to 1968 and now probably all are co-op owned. The co-ops in turn sell their cotton 
to the Lint Marketing Board which in turn sells to licensed exporters or directly overseas. In 1970-71 it was 
decided that the board should engage more and more in direct shipping to overseas buyers. Accordingly 20 
percent of the total outturn in 1970-71 was to be shipped directly, rising to presumably 100 percent by 
1973-74. To facilitate the new operation the board has distributed selling types as a basis for shipments. 
For the balance of the crop that is sold to locally bused exporters in auctions or by private contracls, 
“selling standards” are still used. 

Uganda cotton is carefully sorted to remove leaf trash and then divided into two grades AR and BR. AR 
is described as “first quality unstained cotton” and BR as “second quality stained lint” including “stripper 
damaged cotton and any other damaged lint.” Production of AR and BR qualities in 1968-69 ihrougli 
1970-71 was as follows: 


1968-69 1969-70 1970-71 

1,000 bales of 480 lbs. net 


AR 

CO 

o 

fO 

343 

300 

BR 

...38 

38 

37 

Total . . 

. . . 346 

381 

337 


In auctions of the Lint Marketing Board, AR cotton is sold in lots of 250 bales in consecutive runs from 
a single gin witli the variety and gin specified. A price quotation on May 17, 1972, was for “BPA seed, 
Bunyoro 535.00 Uganda cents,” etc. 

A grade of Ugandan cotton known as the selling standard may also form tlie basis of sales between the 
Lint Marketing Board and buyers. The selling standard Is described as being equivalent to U.S. Middling. 
There are several other grades superior and inferior to the selling standard. For cotton in tliese grades, prices 
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are differentiated according to allowances established by a “differences committee.” Production by grades 
in 1969-70 and 1970-71 was as follows: 



1969-70 

1970-71 


Percent 

Percent 

Selling standard plus 1 

12 

27 

Selling standard 

.. 28 

32 

1/4 to 1/2 off selling standard 

48 

37 

3/4 to 1 off selling standard 

7 

3 

1-1/4 to i-1/2 off selling standard . . . 

4 

1 

1-3/4 to 2 off selling standard 

1 


Total 

.. 100 

100 


Results of tests on 1 6 samples of Uganda cotton show the BPA samples had fiber lengths equivalent to 
1-3/32” to nearly 1-1/4'', with Micronaires of 3.6 - 3.8 while the SATU varieties ranged all the way from 
the equivalent of 1-1/16'' to 1-3/16” with Micronaires of 2.9 to 4.2. Results are compared with results from 
U.S. Acala cotton. 


Table 70.- Production of cotton in Uganda, 1968-71 


Zones and regions 

1968-69 

1969-70 

1970-71 


t.OOO haks^ 

1,000 bales^ 

1,000 hales^ 


24 




2 



Miibcndc 

10 

. • 

• • 

Total 

36 

37 

38 

Biinyoro 

17 


• • 

Kiizinga Channel 

9 

-• 

-- 

Total 

26 

32 

28 

Hastern: 


.... 

.. — — ■ ' " 

Uiisoga 

52 

. . 

• • 

Mbalc 

1 47 

.. 

« • 

Teso 

38 

. - 

• • 

Teso Segregated 

6 



Usukii 

3 

-- 

• - 

Total 

146 

182 

175 

Northern: 




Lango 

60 



East Acholi 

17 



West Acholi 

18 



West Nile 

40 

.. 

„ 

Total 

135 

130 

96 

Grand total 

343 

381 

337 


‘ 480 tb. net. 
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Table 71. -Minimum and maximum fiber and spinning test results on samples of specified Ugandan and U.S. collons, 

and U.S. classer’s grade and staple descriptions 


Item 

Description, number of samples, where obtained 

U.S. refi 
qunli 

iTcnce 

lies 

RPS2 

3 samples 
from 
Uganda 

AR 

BP 52 

1 sample 
from an 
import 
market 

BPA 

2 samples 
from 
Uganda' 

AR BPA 

2 samples 
from an 
import 
market 

SATU 

4 sainplc.s' 
from 
Uganda' 

AR 
SATU 
Isamplcs 
from an 
import 
market 

BR 

SATU 

2 samples 
from 
Uganda* 

Calif 

Acala SJl 
SLM 
Wliiie 

1 1/8" 

All 200 
samples 

Acala 

1517 

Mid, 

White 

All 175 
samples 

Fiber test results; 



Fiber Icngtli; 

2.5 percent span inches 

Uniformity, 50/2.5 percent 

Micronairc reading 

Fiber strength: 

Zero gage Mpsi 

1/8 inch gage gm/tex 

Elongation: 

1/8 inch percent 

Nonlint content percent 

Color, raw cotton: 

Grnyncss number 

Yellowness lumber 

Composite index 

Splnnlna tost re.sults: 

Picker i catd \vastc percent 

Cueded yarn: 

Strcngtii; 

22s (loiinds 

50s pounds 

Elongation: 

22s percent 

50s pctccnt 

Appouruncu: 

22s index 

50.S index 

Impotfuctions: 

22s number 

50s number 

U,S. cliisscr's grade percent 


of samples 

Strict Mid. Lt. Spot 

Mid. Lt. Spot 

Low Mid. Spotted 

Strict Low Mid. Tinged 

U.S. classer’s staple length 

percent of samples 

1-1/16" 

1-3/32" 

1 - 1 / 8 " 

1-5/32" 

1-3/16" 


1.13-1.19 

1.10 

-1.21- 

1.11-1.12 1.13-1.18 1.15-1.16 1.07-1,08 1.10-1.14 1.15-1.21 

45-46 

-45- 

45-47 

44-46 

44-46 

45-46 

-43- 

444 7 

44-46 

3.6-3.? 

3.4 

3.7-3.8 

3.6-3.7 

3.94.1 

4.2- 

2.9-3.5 

3.84.3 

3.74.1 

85-88 

81 

84-86 

87-90 

89-94 

88-90 

87-90 

95-100 

90-98 

23.9-24.8 

22.9 

23.7-24.2 21.7-22.6 21.3-22.7 22.5-23.5 

21.9-22.5 24,9-26.6 26.1-27,9 

6.0-6.6 

6.4 

6.7-7. 1 

-6.1- 

5. 3-5.8 

5, 1-5.6 

5.0-5. 7 

4.8-5.7 

4. 8-5.7 

1. 9-2.2 

4.5 

1.5-1.6 

2. 3-2.6 

2. 1-2.4 

3.0-3.1 

7.5-9.9 

3.1-3.5 

1.9-3. 8 

0-1 

1 

-1- 

-1- 

1-2 

-1- 

-5- 

1-2 

0-1 

-4- 

5 

3-4 

-3- 

-4- 

-4- 

5-6 

-3- 

2-3 

103-105 

104 

101-104 

-103- 

101-103 

102-103 

-82- 

96-101 

103-106 

7.4-8.7 

7.9 

7.3-7.7 

(*) 

5.4-8.8 

9.1-9.5 

11,3-12.1 

4, 6-6.4 

6, 7-8-0 

129-132 

130 

131-134 


109-120 

121-122 

104-109 

127-132 

129-145 

45-48 

46 

48-50 

(*) 

37-42 

4041 

35-39 

48-50 

48-55 

6.8-7.1 

7.6 

7. 1-7.6 

{*) 

5. 7-6.3 

-6.7- 

6.0-6.4 

5,4-5.8 

6, 4-7.3 

5.7-5.8 

6.0 

S.8-5.9 

(*) 

4.6-5.0 

-5.1- 

4,54.8 

4.2-4.6 

5. 3-5, 9 

110-120 

120 

-120- 

(*) 

120-130 

-130- 

-80- 

110-120 

90-110 

100-110 

100 

-100- 


100-110 

-110- 

60-70 

80-100 

70-90 

6-13 

13 

9-14 

n 

6-12 

4-5 

3343 

14-28 

12-29 

-7-11 

12 

9-10 

C) 

4-11 

6-7 

32-39 

9-20 

10-23 

67 

100 




100 

^ * 

(Sec 

(Sec 

33 


100 

-- 

100 

-• 


title) 

title) 




.. 

-- 

• • 

50 



-- 

-- 

-- 

*• 


- - 

50 







.. 

. . 

100 

(Sec 

.. 

• - 


.. 

-- 

25 

-- 


title) 

- • 

33 

100 


-• 

-• 

50 

-- 


• * 

67 

, . 

50 

-- 

SO 

50 

- - 

• • 

86 


-- 

SO 

-- 

25 

-• 

•• 


14 


* Each made up of 12 subsamplcs; a siibsample docs not meet sample requirements Indicalorl clscwlicro in this report, yet is believed 
to be reliably reprcscnlativo. ^ Representing 36 subsamplcs. 3 one sample includes six subsamplcs. All samples too 

small for spinning tests. 
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APPENDIX 

Explanation of tests ' 

Tile following explanation of tlie data published in this report may be helpful in tiie interpretation of 
test results: 



Classification was made in accordance with the official Cotton Standards for grade and staple length. 
These results are presented under the usual terms for the individual lots. The grade of cotton is obtained by 
evaluating color, leaf, and preparation in relation to the official standards. Grade jirovidcs an indication of 
fiber color and the waste content of a sample of cotton. Experience lias shown the average relationship 
between picker and card waste and various grades of upland cotton to be approximately as given in the 
tabulation sliown in the subsequent section on manufacturing waste. In comparing tlicse average grade 
figures with the picker and card waste data, it should be understood that variations from tlic averages for 
individual samples are attributable to the nature of the extraneous material present in the cotton, the 
characteristics of the fiber, and whether the grade designation was low because of poor color. 

Staple length is the length of a typical portion of the fibers in the samjiles as determined by tlie classcr in 
comparison witli official standards. Uniformity of fiber length, as well as other fiber properties, influence to 
some extent the classer’s selection of the typical portion of the fibers on which the staple length 
designation is based. In general, there Is a fairly close relationship between the staple length as designated 
by the classcr and the fineness and strength of the yarn that can be manufactured from the cotton. These 
relationsliips, however, arc also influenced by other fiber properties, tlie measurements of which will be 
discussed in the paragraplis which follow. 


Fiber tests 

‘’ff ‘he Dieital Fibrogniph method for the short, medium, nnd long 

fon^sts o/ T ‘^‘8““' Fihrograph method 

a na of colhr specimens of cotton weighing approximately 30 eentigrams at random on 

h °"'hs. P ral elixmg the beards of cotton extending from one side of tlie combs, and scanning 

If 1 e enl h P*’" ™ instrument at 3-lengtl, intervals beginning at 0.15 inch fronr tire teeth 

of tlic combs and ending near the outer fringe. Tire 2.5-percent span icngtlt and the 50/2.5 uniformity ratio 
es reported for eacli lot arc based on five specimens tested by each of two teclmicians. 

bv 2 5 Mfrenl 7'n 'P™ '""8“’ ™h"=s reported indicate tile leilgtl, wilicl. will be spanned 

amourn C H r rlistributod. It is also the longtli wltere tire 

T hy the msirument is 2.5 percent of tlie amount at tlio starling point of 0 i5 

IlirDidlTp bS 50/2'5‘’T' T 7'"“ ‘P '“"8* ‘lesignations. 

length in d e samI, T “n'fntmity ratio values reported indicate lire relative uniformity of f.ber 

gth in the samples. They represent the ratios between the 50-pcicenl span lenglli and the 2 5 nercent 


M Test Results, Crop of 197 1 " nn 

Marketing Service, U.S. Department of Agriculture, April 1972. 


1 1-126, Cotton Division, Consumer and 
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difficult, and to lower the quality of the product. The following adjective descriptions will serve to classify 
cottons from the standpoint of 2.5-percent span length and fiber length uniformity; 


2.S-percent s^ran length 


50/2.5 uniformity ratio 


Below 1 .00 Short 
1.00-1.14 Medium 
1.15-1.29 Long 
Above 1.29 Extra-long 


Below 42 Very low 
42 - 43 Low 

44 - 45 Average 

46 - 47 Higli 

Above 47 Very high 


Data .source - 1575 American upland lots tested from the crops of 1966-68. 


Array tests for the extra long staple and upland samples were performed on the Sutcr-Webb fiber sorter. 
Briefly, tliis method consists of parallelizing the fibers in a representative 75-milligram specimen of cotton 
through a series of combs, separating the fibers into length groups at 1/S-inch intervals, and weighing the 
fibers in each length group. The upper quarlile length and coefficient of variation values reported are based 
on one specimen tested by each of two technicians. 

The array upper qiiartile length values indicate the length which is exceeded by 25 percent of the weight 
of the fibers in the samples. They arc closely related to and longer tlian both the Fibrograph and the 
classer’s staple designations. This relationship may vary, liowcvcr, because the methods measure different 
fiber length characteristics. 

The array coefficient of length variation values Indicate the relative variability of fiber length in the 
samples. They represent the standard deviation of the tvei^t-Icngtli frequencies expressed as a percentage 
of the mean length. Smaller values indicate more uniform fiber length distributions. Excessive fiber length 
variation tends to increase manufacturing waste, to make processing more difficult, and to lower the quality 
of the product. It is, tliereforc, considered desirable fora cotton to have a low coefficient of variation. The 
following adjective descriptions will serve to classify cottons from the standpoint of upper quartilc length 
and fiber length variation: 


Upper Quartile Length 


Coefficient of Fiber Length Variation 


Below I.IO Short 

1.1 0 - 1.24 Medium 

1.25 - 1.39 Long 

Above 1.39 Extra Long 


Below 26 Very low variation 

26 - 29 Low variation 

30 - 33 Average variation 

34 - 37 High variation 

Above 37 Very high variation 


Data source - 830 American upland lots tested from the crops of 1958-60 (more recent data not available). 


Fiber fineness and maturity in combination were determined by the Micronaire test. This is an 
instrument test which measures the resistance of a plug of cotton to air flow. A representative standard 
weight of cotton fibers is placed in the instrument specimen holder and compressed to a fixed volume. Air 
at a known pressure is forced through the specimen and the amount of flow is indicated by a direct reading 
scale. Reading obtained are relative measures of either the weight per unit length, or the cross-sectional size 
of the fibers. Because the instrument measures may differ from tlie actual weight per incli, depending upon 
the fiber characteristics of the sample, the results are reported in terms of “Micronaire reading” instead of 
micrograms per inch. These readings are taken from the curvi-linear scale adopted in 1950, and now in 
international use. Fiber fineness contributes to yarn strength, particularly when fine numbers are spun, but 
it also tends to increase neppiness and to require a reduced rate of processing. 
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Fiber strength tests for fiber strengtii were made without a space between the clamp jaws (0 gage) using 
the Pressley fiat bundle tester, and with a 1/8-inch spacer between the clamp jaws (1/8-inch gage) using the 
Steloineier. Comparative tests have shown that the results of the 1/8-inch gage tests are more highly 
correlated with yarn strength than the results of the zero gage tests. Results for both methods are reported, 
however, because the zero gage tests are widely used by (he cotton industry. 

The results for the Pressley zero gage lest arc reported in terms of thousand pounds per square inch, as 
calculated by the use of Formula 1. These results may be converted to other methods of expressing fiber 
strength by use of Formulas 2, 3, and 4; 

(1) Thousand pounds per square inch(Mpsi) = 

breaking lo ad in lb x 10.81 
bundle wcigjit in mg 

(2) Grams per lex (gm/lex) = Mpsi x 0.496 

(3) Strength-weight ratio = Mpsi-t- 10.81 

(4) Strength-weight ratio = gin/tex r 5.36 

The results of the 1/8-inch gage tests are reported in (enns of grams per tex in accordance with the 
recommendations of the American Society for Testing and Materials (ASTM), and tlie International 
Standards Organization (ISO). A tex unit Is equal to the weight in grams of 1,000 meters of the material. 
There is a correlation between tlie 1/8-incli gage strength lest results and fiber Icngtli. Cottons with short 
lengths lend to have lower average strength values Ihun long staple cottons. Results for I/8-incli gage tests 
are calculated by use of Foniuila 5. Stclomcter results arc adjusted to Pressley level by use of calibration 
cottons. 

(5) Grams per tex =■ breakin^ad (kg)£j5 

bundle weight in rug 

Tile following descriptive terms may be applied to the data shown in tliis report: 

Staple length group and 


descriptive designation 

Zero gage strciigtli 

1 /8-incl) gage strength 

Short staple: 

1,000 psi 

Grams per tex 

Low 

70 • 75 

18-19 

Average 

76-81 

20-21 

Migli 

82-87 

22-23 

Medium staple: 

Low 

74-80 

20-21 

Average 

81 • 87 

22-23 

High 

88-94 

24-25 

Long staple: 

Low 

85-88 

23 ■ 24 

Average 

89-92 

25 - 26 

High 

93-96 

27-28 

Extra-long staple: 

Low 

93-96 

31 -32 

Average 

97 - 100 

33-34 

High 

101 - 104 

35 ■ 36 


Data source ■ 291 short staple, 1 206 medium staple, 78 long staple, and 67 extra-long staple lots of cotton 
tested from the crops of 1966-68. 
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Fiber elongation results were obtained in connection with the l/8-inch gage fiber strength tests by using 
the Stelonieter instrument. The following adjective ratings will assist in the interpretation oi tlie fiber 
elongation results reported: 


Descriptive 

designation 

Fiber elongation 

Very low 

Percent 

5.3 and below 

Low 

5.4 -6.2 

Average • • 

6.3 -7.1 

High 

7.2 -8.0 

Very high 

8.1 and above 


Data source - 1 575 American upland lots tested from the crops of 1966-68. 

Color measurements were made on samples of raw stock from each lot by using the Nickerson-Huntcr 
Colorimeter. The basic color values reported arc in terms of grayness and yellowness scales designed 
especially for cotton. The grayness scale ranges from 0 for the brightest samples (no gray) through 9 for the 
darkest color. The yellowness scale ranges from 0 for the lightest color (no yellow) to 9 for the yellowest 
color. In other words, the larger the number reported the darker or yellower the cotton becomes. 

Nonlint content for the various lots was determined by the use of tiic Shirley Analyzer which separates 
the lint from the foreign matter. The total nonlint values reported include both visible and invisible loss. 
Tliesc results arc distinguished from total picker and card waste in that practically no fiber is included, 
whereas textile mill wastes include appreciable amounts of fiber. Tests performed in previous years show 
the following average relationship of Shirley Analyzer nonlint to grade: 

American upland Average nonlint 
grade content 

Percent 

Strict Middling 1.8 

Middling 2.3 

Strict Low Middling 3.0 

Low Middling 4.2 

Strict Good Ordinary 5,5 

Good Ordinary 6.7 

Data source - 5561 American upland lots tested from crops of 1966*68. 

The following scale has been developed to represent the average nonlint content for grades of American 
Pima cotton: 


American Pima 
grade 

1 

2 

3 

4 

5 

6 

7 

8 
9 


Average nonlint 
content 

Percent 

2.0 

2.5 

3.0 

4.1 
5.4 

6.3 

8.4 
9.9 
12.2 


Data source - 43 1 American Pima lots tested from the crops of 1966-68. 
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Differences between results obtained for individual lots and the average percentages shown for the grades 
may be caused by: (1) Grade is a combination of color, leaf and preparation; any one of which may be (he 
limiting factor, (2) there is a range of trash allowable within each specific grade and (3) these data are based 
on weight and do not take into consideration the nature of the trash, which may be as important as weight 
in determining the final grade. 


The results of yarn processing tests were obtained by procedures adopted in 1962 which include heavier 
weights for laps, slivers and rovings than those used in previous years. These procedures also include 
spinning from single roving instead of double roving for the two standard yarn numbers and the spinning of 
a third yarn number on all the samples to provide a small-scale measure of spinning end-breakage or 
spinning performance. In 1965, metallic card clotliing was installed on the carding macliines to replace the 
conventional fillet clotliing used previously, and in 1966, cruslier rolls were installed on the card machines. 
These changes reflect similar changes that have taken place in the cotton textile industry including 
increased emphasis on running quality since the Mid-I940’s when long-draft systems were adopted for both 
the roving and spinning processes in the routine laboratory spinning lest procedures. These changes were 
designed to bring the laboratory processing procedures more in line witli current textile mill practices and 
thus make the processing evaluations more applicable to present day mill operations. 

The card production rate employed and the yarn numbers spun for each cotton were selected on the 
basis of the staple lenglli expected. Four different length groupings were used to cover the range of cottons 
grown in this country and to approach commercial practices in processing these cottons. The spinning twist 
multipliers were selected to provide maximum yarn strength on the basis of staple lengUi. Details of the 
spinning test procedures are sliown at the end of this section of the report. Results of previous tests show 
that decreasing the card production rate results in fewer neps, improved yarn appearance grades, and 
removal of more waste at the card. Results of tests on the various lots should therefore be compared 
directly for only those lots in the same length group which were processed in a comparable manner. 

Manufacturing waste reported for a sample of cotton is important because excessive waste increases tlie 
cost of cotton products. The percentage of waste extracted by the picking and carding processes in 
performing a spinning test provides a measure of manufacturing waste. There is an average relationship 
between this waste and grade as discussed in the previous section on the grade of cotton. The rate at which 
the cotton is carded, however, affects t!ie picker and card waste values becau.se the more thorough carding 
action obtained when the carding rate Is decreased extracts a larger quantity of waste. The longer staple 
cottons are generally carded at a lower rate than the sliortcr cottons in order to obtain acceptable yarn 

quality. Tests performed in recent years show the following average relationslup of picker and card waste to 
grade: 


American upland 

Average picker 

American 

Average picker 

grade 

and card waste 

Pima 

and card waste 


Percent 


Percent 

Strict Middling 

.... 4.7 

1 


Middling 

. ... 5.1 

2 

7.9 

Strict Low Middling . . . 

.... 5.7 

3 

8.4 

Low Middling 

.... 6.7 

4 

9.5 

Strict Good Ordinary . . 

.... 7.8 

5 

10.8 

Good Ordinary 

.... 8.9 

6 ...... 

11.7 



7 

13.7 



8 

15.2 



9 

17.5 


Data source - 5561 samples of American upland cotton and 431 samples of American Pima cotton tested 
for Shirley Analyzer nonlint content from the crops of 1966-68 and picker and card waste calculated from 
Its relationship to Shirley Analyzer nonlint content. 
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The percentiige of waste veinovcd by the comber is reported in addition to the picker and card waste for 
cottons processed into combed yarn. The shorter staple cottons are processed throiigli tlie comber with a 
closer setting than for the longer staple cottons because smaller comber waste percentages are usually 
extracted from tliis cotton in commercial practice. 

Yarn strength is perliaps tlie most important and reliable test of yarn quality. Yarn strength not only 
determines tlie range of usefulness of a given cotton, but is also an indication of spinning and weaving 
performance. Yarn strenglli is reported in terms of skein strength since studies have shown that such 
strengtl) values arc more closely related to fabric strength as well as to fiber properties than single strand 
yarn strengtli. Skein slrengtli data for the two numbers spun are reported for eacli lot. There is an average 
relationship between yarn strength and staple length but it varies for Hie individual cottons because of 
differences in otlier cliaracteristics of tlie fiber. 

The following descriptive terms may be of help in determining the relative level of yarn strength: 


Kind of yarn, 

Yam skein strength 

staple length group 

in pounds for the 

and description 

specified yarn numbers 

Carded yarns: 

Pounds 

Pounds 

Short staple group: 

8s 

22s 

Low 

265 - 290 

78-86 

Average 

291-316 

87-95 

High 

317-342 

96-104 

Medium staple group; 

22s 

50s 

Low 

95-104 

30-35 

Average 

105-114 

36-41 

High 

115-125 

42-47 

Long staple group: 

22s 

50s 

Low 

125-131 

45-48 

Average 

132- 138 

49-52 

High 

139-145 

53 - 56 

Combed yarns: 

22s 

50s 

Long staple group: 

Low 

142-149 

52-55 

Average 

150-157 

56-59 

High 

158-165 

60 - 63 

Extra-long staple group: 

50s 

80s 

Low 

66-68 

36-37 

Average 

69-71 

38-39 

High 

72-74 

40-41 


Data source - 291 short staple, 1206 medium staple, 78 long staple and 67 extra-long staple lots o1 cotton 
tested from the crops of 1966-68. 

Yarn elongation results were obtained in connection with yarn skein strengtli tests. Elongation in the 
yarn is liighly correlated with fiber donation. Yarns witli higli elongation give less end breakage in weaving 
than yarns with low elongation. 
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The following desciiptive terms may be of some help in delerniining the relative levels of yarn 
elongation; 


Kind of yam. 
staple length group, 
and description 

Carded yarns: 

Short staple group: 
Low 
Average 
High 

Medium staple group: 
Low 
Average 
High 

Long staple group: 

Low 

Average 

High 

Combed yarns: 

Long staple group: 

Low 

Average 

High 

Extra-long staple group: 
Low 
Average 
High 


Yarn elongation 
in percent for the 
specified yarn numbers 


Percent 

Percent 

8s 

22s 

6.5 - 7.3 

5.5 - 6.2 

7.4 -8. 1 

6.3 - 7.0 

8.2 -9.0 

7.1 - 7.8 

22s 

.Ws 

5.4 -5.9 

4.0 -4.5 

6.0 - 6.5 

4.6 -5.1 

6.6 -7.1 

5.2 - 5.7 

22s 

50s 

6.2 - 6.5 

5.2 -5.4 

6.6 - 6.9 

5.5 -5.7 

7.0 -7.3 

5.8 -6.0 

22s 

50s 

6.6 - 6.9 

5.5 -5.7 

7.0 -7.3 

5.8 -6.0 

lA-1.1 

6.1 -6.3 

5()s 

80s 

5.6 -5.8 

4.6 - 4.8 

5.9 -6.1 

4.9 -5.1 

6.2 -6.4 

5.2 -5.4 


Data source • 291 short staple, 1206 medium staple, 78 long staple and 67 extra-long staple lots of cot- 
ton tcste^l from the crops of 1966-68. 


Yam Appearance refers to the relative evenness, smoothness and freedom from foreign material of the 
yarn as evaluated by a visual comparison of the yarn with the latest .standards adopted by the American 
Society for Testing and Materials. Since appearance is very important in many types of cotton products, 
liigli yarn appearance grades arc desirable. The following descriptive terms may be of help in determining 
the relative levels of yarn appearance in this report: 


Kind of yarn, 
staple length group, 
and description 


Yarn appearance index 
for the 

specified yarn numbers 


Carded yarns: 

Short staple group: 
Low 
Average 
High 


8s 22s 

105-113 92- 104 

I14-I22 105 -117 

123- 130 118-130 
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Kind of yarn. 

Yarn apjieavance index 

sta|>ic length group. 

for the 

uiui description 

specified yarn nuinbeis 

Medium staple group: 

22a- 

50i' 

Low 

93- 105 

77-87 

Average 

106- 1 18 

88-98 

High 

119- 130 

99 - 109 

Long staple group: 

22a 


Low 

71-86 

65 - 78 

Average 

87- 102 

79 - 92 

High 

103- 118 

93 - 106 

Combed yarns: 

Long staple group: 

22a 

50s 

Low 

81-97 

70-85 

Average 

98-114 

86 ■ 101 

High 

115- 130 

102 -117 

Extradong staple group: 


80s 

Low 

102-111 

98 - 106 

Average 

112- 121 

107-115 

High 

122- 130 

116-124 


Data source ■ 291 short staple, 1206 medium staple, 78 long staple and 67 cxlia-long staple lots of cotton 
tested from the crops of 1966-68. 


Yarn Appearance Grades 

Grade 

Index 

A 

130 

B+ 

120 

B 

110 

C+ 

100 

C 

90 

D+ 

80 

D 

70 

Below D 

60 


Yarn imperfections arc reported for the two yarn numbers spun for cncli lot of cotton. These results 
were obtained on “Neptcl” instruments which electronically count the abrupt changes in the silhouette of 
the yarn while passing it through a beam of liglU. They are expressed as the number of imperfections per .50 
yards of yarn and arc based on the average of 10 determinations, Tliis value is an instrument measure of 
product quality which is associated with the characteristics of the cotton. It is more highly correlated with 
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fiber properties than either neps in card web or yarn appearance grade. Tlie following descriptive terms may 
be of help in determining tlie relative level of yarn imperfections in this report: 


Kind of yarn. 

Yarn imperfections 

staple length group. 

for tlie 


and description 

specified yarn numbers 

Carded yarns: 

Short staple group: 

8s 

22s 

Low 

6-31 

6-21 

Average 

32-57 

22-37 

Higli 

58-83 

38-53 

Medium staple group: 

22s 

50s 

Low 

3- 15 

2 - 11 

Average 

16-28 

12-21 

High 

29-4! 

22-31 

Long staple group: 

22s 

50s 

Low 

7-22 

6- 17 

Average 

23-38 

18-29 

High 

39-54 

30-41 

Combed yarns: 

Long staple group: 

22s 

50s 

Low 

0-8 

0-6 

Average 

9-20 

7- 16 

High 

21-32 

17-26 

Extra-long staple group: 

50s 

80s 

Low 

0- 1 

0- 1 

Average 

2-3 

2-3 

High 

4-5 

4-5 


Data source - 291 short staple, 1206 medium staple, 78 long staple and 67 extra-long staple lots of cotton 
tested from the crops of 1966-68. 
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‘ I Color Diagram 
I [ for 

NIGKERSON-HUNTER COTTON COLORIMETER 
(Splnlab Model) 0 

Based on 

STANDARDS for 1 

AMEKICAN PIMA COTTON 
Effective July 1, 1970 


Relationship of cotton color codes for Grayness (vertical) 
aS (horizontal) to Hunter's Rd and values 

and to the color of American Pima Grade Standards 

grayness codes = 82-Rd/3 
YELLOWNESS CODES = (Hunter's +b}-5 


YELLCWiSSn CODES 


HUNTtH'l +bl INCMAtINO OiQMC Of VtLLOWNtSt FOU 10 


Colorimeter diagram for America,, Fima coUoiu 
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GRAYNESS CODES 





Coiivci siou diagram for converting raw cotton color to color index. 
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DARK m — »d I % REFLECTANCE J ^ LIGHT 


COLOR DIAGRAM 

(Of 

NICKiHSOW-mrNTER COTTOW CCXLORiMKTE R 
ISpinfab Modetl 


UmvUbM. ITAmAftM rOBOKAJ>« 
• r AAUKAK UPl.AHO COTTM 

in Effect 1963 


mm 






Relationship of cotton color codes for Grayness (vertical) 
and Yellowness (horizontal.) to Hunter's Rd and +b values 
and to the color of American Upland Grade Standards 

GRAYIffiSS CODES = 82-Rd/3 
YELIiC«-/IffiSS CODES = (Hunter's +b)-5 

YELLOUKESS CCOES 




hunter's +b: {INCREASlHfl j DEGREE Of VELLOWNESS FOR 10 YR I 


Colorimeter diagram for Upland cotton. 



